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The flattering commendations received from nearly ev- 
ery part of the United States, and Canada, in reference 
to the House-plans published in the American Agricul- 
turist during the past three years, show that they meet 
a great want, and in response to a general demand, they 
are here presented in a convenient, connected form. The 
opportunity has been improved to make revisions, especi- 
ally in most of the estimates, which were found necessary, 
owing to depreciation in the cost of building since their 
first issue. The author has been guided in this" work by 
many years' experience, in planning and. superintending 
the erection of country buildings, and has selected, from 
an extensive aggregation of original designs in his pos- 
session, such examples as seemed best to serve for purposes 
of simplicity, comfort, and economy. All the matters 
here presented are purely practical — well calculated to 
assist such as are contemplating the erection of either a 
village or country house. The plans embrace almost every 
variety of arrangement and style — each one is accompa- 
nied with a detailed description of its conveniences and 
construction — and its cost is shown by careful estimates, 
made to correspond with a uniform standard of prices, 
at present rates. To builders, this work will be valuable 
as a hand-book of reference, to aid them when applied to 
for suggestions, either in the projection of new dwellings, 
or in the alteration of old ones, saving much time, study, 
and calculations. S. B. Eeed. 

Corona, L. L, 1878. 
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DESIGN I. 



Fig.l 

A COTTAGE, COSTING $350, 

Thia plan was designed for a simple cottage, with suf- 
ficient accommodations for beginners in housekeeping 
with limited means. It is arranged as the Wing of a 
larger house to he erected in the future, as indicated in 
the dotted sketch adjoining the ground-plan. (The build- 
ing, with the proposed enlargements complete, are given 
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in Design VIII. To a certain extent, one's dwelling is 
an index of his character. Any effort at building ex- 
presses the owner's ability, taste, and purpose. Every 
industrious man, starting in life, has a right, and should 
be encouraged, to anticipate prosperity, as the sure re- 
ward of honest worth ; and he may, with propriety, give 
emphasis to such anticipations in every step, and with 
every blow struck. His dwelling may well express the 
progressive character, rather than a conclusive result. 
Beginning a home by starting with a room or two, as 
present means will allow, and increasing its dimensions 
as can be afforded, without the precarious aid of the 
money-lender, is honest, independent, and best provides 
against the ever-changing vicissitudes of life. The first 
step towards building is the preparation of plans. These 
should be sufficiently comprehensive to embrace all 
probable requirements. If only a small beginning is 
intended, it should be made to exhibit some degree of 
completeness, and be arranged to conform with the pro- 
posed future enlargements without serious alterations .... 
Exterior, (fig. 1). — In view of the relation this struc- 
ture is to bear to a proposed main house, and to allow 
for the grading likely to be required in the ultimate 
completion of the whole, the foundation is made to show 
four feet above the ground. Such elevation adds to the 
prominence and good appearance of the building, and 
relieves the interior from the dampness likely to result 
from a closer contact with the soil. The style is simple, 
neat, and favorable for the using of ordinary materials 
and methods of construction .... Interior, (fig. 2). — 
Hight of ceiling, 9 feet. The entire floor space is util- 
ized in the three convenient divisions — a Living-room, 
Bedroom, and a Large Pantry — with no chimney-breast, 
or stairway to interfere. Each room is pleasantly lighted, 
and the larger one has outside entrances front and rear. 
With a favorable .location, the living-room may be made 
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a very cheerful apartment .... Construction. — For 
economy, and in prospect of a future enlargement, that 
shall include ample cellars, such excavations are omit- 
ted for this building. The Foundations are brick piers, 
extending in the earth below the reach of frost, and 4 
feet above, and the intermediate spaces are close-boarded, 
making an inclosure useful for many purposes. If desired, 

a sort of temporary cellar 
may be made, by deepen- 
ing the central portion of 
this inclosure a foot or 
two, and banking the loose 
earth against the inside of 
the boarding. The Frame- 
work and other parts are 
substantially constructed, 
of materials as indicated 
in the appended estimate. 
The Chimney rests on the 
central partition (which is 
strengthened by the cen- 
tral pier of the founda- 
tion), and has two flues, 
with metal thimbles in the 
bottom of each — one to 
receive the stove-pipe from 
the living-room, and the 
other to serve as a venti- 

Ffe. 2.-INTEBIOB OF COTTAGE. j^ f Qp ^ bedroom . ^ 

of the materials are intended to be of merchantable qual- 
ity. The siding, flooring, and casings are mill-dressed. 
The sizes of the sash are 2 ft. 8 in. x 5 ft. 2 in., and of 
the doors, 2 ft. 8 in. X 6 ft. 8 in., all V/ K in. thick, and 
may be found ready-made, and seasoned, in the stock of 
any regular dealer. ... In the following estimate, the item 
of $20, for carpenter's labor, may seem very little. This 
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amount is allowed for preparing the building ready for 
the plasterer, and is entered in this manner for conveni- 
ence in making the calculations. Adding to the above 
amount the cost of such labor in the " completed" parts, 
will make a total of $50. 

Estimate, cost of materials and labor: 

1,000 bricks, laid, at $12 per M $12.00 

124 yards plastering, at 20c. per yard 24.80 

686 feet of timber, at $15 per M 0.54 



2 sills, 4X6 in. 18 ft. long. 
2 sills, 4x6 in. 16 ft. long. 
4 posts, 4x6 in. 10 ft. long. 



1 girder, 4x6 in. 18 ft. long. 
9 beams, 3x6 in. 16 ft. long. 

in. 16 ft. 



14 ceiling boards, 2x4 in. 16 ft. long. 

75 wall-strips, 2x4x13, at Tic. each 8.25 

98 siding, 9* inches, at 25c. each 24.50 

Cornice materials 6.00 

50 shingling lath, at-5c. each 2.50 

6 shingling planks, at 20c. each 1.20 

12 bunches shingles, at $1.25 per bunch 15.00 

36 flooring, 9* in., at 25c 9.00 

7 windows, complete, at $6 42 00 

4 doors, complete, at $5 20.00 

2 stoops and closets, complete 20.00 

Nails, $4; painting, $14; carting, $5 23 00 

Carpenter's labor, not included above 20.00 

Incidentals . 12.21 

Total cost $250.00 



DESIGN II. 

COUNTRY COTTAGE, COSTING $450 TO $550. 

This plan of an inexpensive country dwelling is adapted 
to the wants of many people whose circumstances will 
not admit of a larger outlay. It was originally prepared 
and published in response to many calls for very low- 
priced country houses, "some as cheap as lumber and 
nails can make them." The present one approximates 
that point, and will aid in devising others .... Two Ele- 
vations are given for the same ground-plan ; the first 
(fig. 3) is for a one-story house of the simplest design, 
with an entrance door, a neat porch, and two windows 
in front. The rear is arranged similarly. The roof is 
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conspicuous, in keeping with its importance. No matter 
how cheaply one proposes to build a house, it is essen- 
tial not to slight the roof. A roof fit for a one-story cot- 
tage would answer equally well on a three-story house, 



Fig. 3.- 

80 that relatively the cost of this part becomes greater, 
as the other parts become reduced and cheapened .... 
Ground-Plan, (fig. 4). — The accommodations are quite 
sufficient for a small family, consisting of three rooms, 
two lobbies, a kitchen-pantry, and a clothes-press. The 
Lobbies protect the rooms from direct contact with the 
outside doors. The Living-room is large, and accessible 
alike from each entrance ; it has windows front and rear, 
and is convenient to the pantry ; one entire side is un- 
broken, giving additional space for furniture, etc. The 
Pantry is shelved on two sides, and has a sash opening 
from the rear lobby, receiving light through the head- 
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light over the rear entrance door. The front Bedroom 
is of good size — large enough to be used as a sitting- 
room ; it adjoins the rear bedroom, and a clothes-press, 
and has a window facing the road. The rear Bedroom is 
the most retired, and has a window looking to the rear. 
The Press or closet is shelved and hooked in the usual 
manner. The door between the bedrooms might be dis- 
pensed with, but its convenience more than repays its 
cost. . . . Construction. — The Foundations are of com- 

mon stone and 

mortar, laid in 
trenches, so as 
not to be affect- 
ed by frost, and 
show r/ 9 feet 
above ground. 
The supports for 
the central par- 
titions are stone 
piers, 4 feet apart. 
The Chimneys 
. are of hard brick 
and mortar, pass- 
ing through the 
first story in two 
flues, but joined together beneath the roof, and finished 
above as a single chimney. All the timber of the exterior 
frame is of 4 x 6-inch spruce. The sills are laid flat- 
ways on the foundation, and the upright frame-work 
stands upon them. The beams are of V / K X 8-inch spruce 
planks ; they are notched 4 inches, to fit on the sill, and 
bear on the foundation, and are nailed to the studding 
and sills, binding the whole together. The ceiling-strips 
are of r/ 4 x 5-inch spruce, resting on the ties, and nailed 
to the studding. The rafters are 2 X 4-inch wall-strips. 
All beams, studding, and rafters, are placed 16 inches 
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Fig. 4.— GBOUND-FLAN OP HOUSE. 
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apart from centers. The aiding is of 10-incb dressed 
pine. The roof is covered with 18-inch pine shingles, 
laid on l'/,x2-inch shingling-lath. The porch-frame is 
of dressed and cornered timber, and is roofed with shin- 
gles on flooring laid face down. The flooring is l'/,x9- 
inch spruce "milled." The interior is plainly cased: for 
doors and windows, 3'/, inches wide ; base, 6 inches ; 



Fig. 5.— ELEVATION OF STORI-ANDi-aiLF HOUSE. 

chair-back in the living-room, 3 inches ; all beveled. AH 
sashes and doors are l 1 /, inch thick. The interior side- 
walla and ceilings are white-sand finished, on brown mor- 
tar and seasoned lath. Many efforts have been made to 
devise something cheaper than plastering for the inside 
lining of walls, bnt no substitute has yet been found 
to equal it in cheapness or durability. Plastering, as 
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usually prepared and applied, conduces to the healthful- 
ness of any apartment, emits no odor of mouldiness, has 
no attraction or harbor for vermin, is impervious to air, 
and a non-conductor of sound. Where linings of thin 
wood or paper are used, it is necessary to deafen the par- 
titions and ceilings, otherwise they will be noisy. Sound 
made in any one part will reverberate through the 
house with drum- like suggestiveness. Most of such ma- 
terials absorb moisture rapidly from the atmosphere, and 
when at any distance from the house-fires, so as not 
to be warmed and dried, the moisture is retained in 
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Fig. 6.— SECOND FLOOB. 



them. This is especially the case in chambers and clos- 
ets. Rather than seek a substitute for plastering, it is bet- 
ter to extend its use, and, where practicable, apply it as 
an outside covering, as well as for inside linings, as de- 
scribed for Design VI. The Second Elevation, (fig. 
5,) shows an enlargement of the first, by increasing the 
outlines of the roof, giving space for a Second Floor, 
(fig. 6). Such space, though not immediately required 
for bedrooms, would be valuable for many purposes. 
The appearance of the building is improved by the en- 
largement, and the extra cost will not exceed one hun- 
dred dollars. 
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Cost of Cottage — No. 1 : 

468 ft. stone foundation, at 5c. per foot $83.40 

1,000 bricks in chimneys, laid, at $12 per M 1200 

270 yards plastering, at 25c. per yard 67.50 

576 feet of timber, at $15 per M ... 8.64 



2 sills, 4X6 in. 80 ft. long. 
2 sills, 4X6 in. 32 ft. long. 
2 plates 4x6 in. 20 ft. long. 



2 plates, 4x6 in. 32 ft. long. 
4 posts, 4x6 in. 10 ft. long. 
2 girts, 4X6 in. 20 ft. long. 

160 wall-strips, at 13c. each "...". 20.80 

56 rough plank, at 16c. each 8.96 

70 flooring, at 20c. each, $14; 115 siding, at 25c., $28.75 42.75 

156 shingling-lath, at 6c. each 9.36 

27 bunches shingles, at $1.50 each 40.50 

Cornice and porch materials 21.00 

4 windows, at $5 each. $20; 9 doors, at $3 each, $27 47.00 

Closet finish and nails, $26.09; cartage, $12 38.09 

Carpenter's labor, not included above 60.00 

Painting 50.00 

Total $450.00 

Extra cost of cottage — No. 2 : 

3 windows, at $5 each, $15 ; 70 flooring, at 20c, $14 $29.00 

25 siding, $6.25 ; 19 rough plank, $3.04 9.29 

23 shingling-lath, $1.38 ; 4 bunches shingles, $6 7.38 

25 wall-strips, $3.25 ; 400 brick, $4.80 8.05 

Timber, $5 ; stairs, $20 ; porch, $5 30.00 

Carpenter's labor 16.28 

Total $100.00 



DESIGN III. 

A COUNTRY COTTAGE, COSTING $550. 

These plans are for a low-priced house, similar in char- 
acter to those in Design II., but differing entirely in out- 
lines and arrangement, and embracing a much larger 
area of floor space, with increased accommodations.. .. 
Elevation, (fig. 7.) — The Front is broken with angles, 
furnishing a greater number of vertical lines, thus giving 
relief from the depressing appearance that would other- 
wise be manifest. The roof projections are proportion- 
ate, with simple finish. The cornices of the central or 
main part are the most prominent, and have plain trusses. 
The gable openings supplying ventilation between the 
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ceilings and roof GRODND-PLAy, (fig. 8). — The in- 
terior contains five quite ample rooms, conveniently ar- 
ranged, besides a lobby, pantry, and two closets, night 
of ceilings in two principal rooms, 9 1 /, feet ; in the side 
extensions, 6 feet at the plate, following the rafters to 



Fig. 7.— ei 

the center of the rooms, and from thence are leveled 
across at the hight of 9 feet. The front entrance is 
through a lobby. {If desired to economize further, the 
front stoop and one door may be saved, by putting an 
arch in place of the front door, making a recessed porch 
of the lobby.) The Parlor has two front windows, and a 
closet, and adjoins the kitchen and two bedrooms. The 
Kitchen is large, has two windows, an open fire-place, 
and adjoins a commodious pantry, and a bedroom. The 
Pantry has a large window, and is shelved on one side 
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and end. A convenient Clothes-press opens from the 
right-hand bedroom. The Chimney is near the center of 
the house, insuring much saving of heat. The interior 
of this house may be comfortably warmed from a single 
fire, by placing a Radiator in the parlor, and leading the 
lire-draught from the kitchen stove through it. As the 
peculiar form and construction of this radiator is com- 
paratively new, having originated with me, a description 
is here given, which will enable any skillful sheet-iron 
worker to make 
one (see figs. 9 
and 10) : A, is 
the parlor side 
of the chimney- 
breast ; By the 
kitchen side ; 
C, chimney- 
flue ; Z>, kitch- 
en fire - place, 
containing 
kitchen -stove; 
E, smoke-pipe 
leading from 
the stove 
through the 
throat-piece, 
into the chim- 



<N 



BEDROOM 

8»8 



KITCHEN 
12 X 14-/2 



PANTRY 
5X8 



BEDROOM 
8 x 12 £ 




Fig. 8.— GROU1TD-PLAH. 



ney-flue ; F, F> stove-pipe branches passing through the 
back of the fire-place, and connecting the smoke-pipe, E, 
with the radiator ; G, interior section of radiator ; II, 
face of radiator ; 7", partition within radiator. The 
draught is regulated by a damper, J, in the smoke-pipe 
E, between the branches, F, F 9 and is forced through 
the radiator as required. The radiator may be made of 
any size desired to fit the mantle-opening, and if neatly 
constructed of Russian iron, will be quite ornamental. 
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The partition, /, is 5 inches wide, and extends to within 
6 inches of the bottom at either side, has turned edges, 
and is riveted to the front and back. In use, to start the 
fire, a direct draught is made by opening the damper, J, 
after which it may be closed to turn the draught through 
the lower branch-pipe into the central part of the radi- 
ator, where it descends, passing the lower ends of the 
partition, /, into the side passages, where it ascends and 
enters the upper branch-pipe, leading to the smoke-pipe, 
E. The bottom should have a collar to slide within the 
upright part, to facilitate cleaning when necessary. If 
there is no hearth-stone to set the 
radiator upon, the bottom may be 
filled with an inch deep of coarse 
plaster, which will make it safe 
even on a carpet. Iu setting the 
radiator, an inch or two of open 
space should be left between it and 
the chimney-back (just the thick- 
ness of the interior wall-plates of 
the mantle, against which the radi- 
ator should join.) Into the bottom 
of this space, air may be introduced 
from the outside of the house, 
Fig 9 — radiator through a two-inch pipe. The air 
thus let in becomes heated, and es- 
capes around the margin, furnishing a pure healthful 

supply to the room Constkcctton.— The estimate 

annexed, includes materials, and methods of construction 
similar to those described for Design II. The form and 
arrangement of this building admits of its being erected 
in sections ; the central or main part may he first put 
up, and the side extensions added as means or necessity 
requires oi allow. In localities where it is difficult to get 
dressed lumber, rough boards may ho used for the siding, 
put on vertically, and battened, but in this case it would 



B0TTSE-PLAN8 K>B EVERYBODY. 21 

be practical to paint the cornices and other dress- 
ings only with lead and oil — using a lime-wash for the 
rough work. A 
durable wash 
may be made by 
slaking freshly- 
burned lump- 
lime in hot brine. 
This can be col- 
ored by adding 
dry-stainers as 
desired, and may 
be applied with 
an ordinary 
whitewash 
brush. Such 
work would 
greatly reduce 
the cost, and, if 
= properly done, 
' add a feature of 
fir. iu.-BAi>iiTOB. rustic beauty, 

quite becoming in this class of building. 
Estimate cost of materials and labor : 

840ft. itone founds;. oo,»t:«. pet ft .. J17.00 

1.000 Brink* In chimn..n« lll.l »l *li ».rM 1100 

.. .. WHO 

. , S p-B-w, 4*6 in. IS ft long. 
a»ill9,4xt.:n. '1ft :.. Ct . j p.arw. i . Bin. m ft Inn; 

Sulla, 4X6 i>> a I- ...an -J ;.«ir-. 4 . f. m l« *i | u i,,- 

4 sillH, 4xfl i i It: :.T. t ipmiM. |.(,id « f I lone- 

800 wall-atrips, atir*- each .. .. .. 89.00 

10 plank rough anr-ii'i-. !}- '..\ at :iic. each.... .... .. 1130 

isd cidiiiK, (ir lsi 3Bci | - i ■ - . »iiy «acn ... SJSO 

1TB ah I nzl inn-lath, at 6r rarh . 10.56 

SObanches shiii^lp" ai I- >' i ■ -- '■unch .. 4600 

Binoortne, dressed ->n. at »'<•. cacb 10.40 

8 wlud.™... mtr. •- |i\ i.id.xL-.. at Jaw.. «30 ... Tft.00 

Closet and base -i. -., II. .■<...< -■■.■<-...;.. ) • i: Oft 

Naila, J10; palnr .. K (fin. rsna-i- *i4 8400 

Carpenter's labor. |ft ; IncldeolaFa. %i\ M BS.B4 

Total coat, complat* f.-joii 




Fig. 11.— FB 

A COUNTRY HOUSE, COSTING $550 TO $700. 
This plan of a low-priced dwelling is adapted to the 
wants of many living in the country. It will accommo- 
date a small family well, and has a pleasing appearance. 
.... Extebior, (fig. 11.) — The Front has a sufficient va- 
riety of parts to insure a fair degree of picturesqucnoss. 
An allowable amount of neat tracery is admitted in the 
composition of the gables, and between the piazza col- 
umns, to give an expression of taste and cheerfulness. 
More than this would not accord with the utility 
and economy especially aimed at in these low-priced 
plans. If intended for a Summer Cottage, or Gate- 
lodge, for persons of larger means, the matter of exterior 
dress would assume quite a different aspect, and admit of 
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more liberal treatment Ground-Plan, (fig. 12.) — The 

arrangement shown is adapted to an eastward frontage, 
placing the Entrances and the Living-room on the pleas- 
ant side, where least exposed to northerly winds and cold. 
Should an opposite frontage be selected, the plan may be 
suited to it by reversing the sides, as this would be re- 
flected if held 
before a mirror. 
The hight of 
the ceilings are 
10 feet. The 
front entrances 
open directly 
from the piazza 
to the parlor 
and living- 
room. These 
entrances may 
be protected 
in winter by a 
sash inclosure, 
fonningapleas- 
ant vestibule of 
a part of the ^ 12 - PLA * OF ™" FLOOR - 

piazza. The principal rooms are a Parlor, Kitchen, and 
two Bedrooms. The Parlor is in front of the main build- 
ing, and of sufficient size for the ordinary uses of such an 
apartment. The Kitchen is intended as the Living- 
room, where the family, maintaining the simplicity of 
cottage life, spend much of their in-door time, sharing 
together the domestic cares and comforts. It is suf- 
ficiently spacious to admit of the requisite furniture, and 
allow of the ordinary family gathering without crowding. 
It has three windows ; if desired, the upper part of the 
front door may have sashes, giving views in three direc- 
tions. The pantry and lobby, at the rear, are of equal 
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size, both opening from the kitchen. The two Bedrooms 
adjoin each other (but have no communication between 
them in the plan. This maybe arranged as desired.) 
One opens from the parlor, the other from the kitchen, 
and each has a closet. The Chimney is placed between 
the kitchen and parlor, with an open fire-place on the 
kitchen side. The method of heating, described for De- 
sign III., would insure the comfortable warming of both 

of the principal 
rooms from one 
kitchen fire . . . 
Cellar, (fig. 
13.)— Hight, 
6 1 /, feet. The 
dimensions em- 
brace the space 
below the 
kitchen and the 
bedrooms ; it 
has three win- 
dows and an 
outside en- 
trance. The 
part under the 
Fig. 13.— plan of oellab. parlor is unex- 

cavated. . . . Construction. — The Foundation-walls are 
of broken stone and mortar, and show 2 feet above ground. 
Those under the parlor are laid in trenches, extending be- 
low the reach of frost. The chimney is of hard brick and 
mortar. The frame-work, roofing, and exterior plaster- 
ing, are similar to those described for Design VI. The 
gables are inclosed with vertical boarding, having their 
lower ends cut to pattern, and are battened over the 
joints. The ornamental verges in the gable-cornices are 
of pine boards, and, being of simple design, are readily 
made, and put in position while building. A pleasing 
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effect is produced by "lining off" the surface of the 
exterior plastering into courses or squares. This is easily- 
done with a " straight-edge," and an S shaped iron while 
finishing. The final "Stearate" covering (see Design 
VI.) may be divided and shaded in two parts, and so ap- 
plied as to give the alternate squares slight changes of 
shade. The best results may be obtained from exterior 
plastering where properly done. It is impervious to either 
air or water, and therefore equals the more expensive 
methods of inclosures for houses of this character. It 
should not be attempted over horizontal lines of frame- 
work, as the shrinking and consequent contraction will 
cause a bulging and cracking of the plaster at those points. 
Whenever obliged to cross such timbers, the upright 
framework must be halved on to them, and continued in 
whole lengths, to prevent such contractions. All join- 
ings with the exterior wood-finish must be carefully made, 
especially at the top, to prevent water from entering, and 
running down behind the walls. Wide projectives of 
cornices afford a valuable protection for such walls against 
driving storms. Exterior plastering may be done in any 
season that is free from frost. An ordinary rain will do 
no injury to either of the two coats of plaster after they 
have become " set." The " Stearate " should be applied 
as soon as the plastering is thoroughly dried. 
Estimate for cost of materials and labor : 

54 yards excavation, at 20c. per yard $10.80 

1,300 ft. foundation, at 10*c. per ft 136.50 

1,250 brick, laid, at $12 per M 15.00 

28 ft. stone steps and sills, at 28c. per ft 7.84 

120 yards exterior plastering, at 30c. per yard 36.00 

224 " interior " "25c. " " 56.00 

1.700 ft. of timber, at $15 per M 25.50 

2 sills, 3x8 in. 30 ft. l'ng " " ------- 

3 sills, 3X8 in. 16 ft. Tng 
2 sills, 8x8 in. 13 ft. l*ng 
2plates.4x6in.30ft.rg 



7 beams. 3x8 in. 13 ft. long 
10 beams, 2x8 in. 16 ft. long 
7 beams. 2x8 in. 13 ft. long 
1 piazza. 2x8 in. 18 ft. long 



\ plates, 4x6 in. 16 ft. long 
2 plates. 4x6 in. 13 ft. long 
9 posts, 4x6 in. 10 ft. long 
14 beams,3x8 in. 1 5ft. Tng 

900 wall-strips, at 10c. each, $20 : cornice materials and gable finish, $18.25 38 25 

180 shingling-lath, at 5c. each. $9.00 ; 16 spruce-planks, at 20c. each, $3.20. 12.20 

34 bunches shingles, at $1.25 per bunch 42.50 

80 flooring-planks, at 20c, $16 : piazza, $40 56.00 

3 cellar-windows, $9 ; 8 plain windows, $56 65.00 

11 doors, $44 : closet-finish. $12 : nails, $10 : carting. $12 78.00 

Painting, $30 ; carpenter's labor, $75 ; incidentals, $15.41 120.41 

Total cost .$700.00 

If cellar is omitted, deduct, $167.14. Cost without cellar $532.86 



HOUSE-PLANS FOB EVERYBODY. 

DESKN V. 



Fig. H.— fbobt ELBVATroH.— Scale, 8 feet to 1 inch. 

A CONVENIENT HOUSE, COSTING $650. 

The accompanying plana were designed for a simple, 
compact, and economical house, and will be appreciated 
by any one who may desire to know just how little is re- 
quired to build a comfortable home. They provide am- 
ple room for a small family The Cellar extends un- 
der the whole house, the walls are built as shown in the 
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details of foundation and frame, given in Design VI. , 
with 3 feet of masonry and 3 feet of frame- work .... The 
First Story contains a good-sized Hall, Parlor, and 
Kitchen, or Living-room, with two closets, pump, and 
sink. The stairs to the cellar lead directly from the 

kitchen, passing down under 
the stairs in the main hall. 
A "fire-place heater" can be 
put in the parlor fire-place, 
which will also warm the 

chamber above. 
This method of 
of heating is eco- 
nomical, and oc- 
cupies but little 

room The 

Second Story 
has three good- 
| sized rooms, two 
closets, and 
small hall, in the 
main house, and 
an attic over the 
kitchen. The 
floor of the attic 
is one foot lower 
than that of the 
main house; this 
gives valuable room for storage, etc ... . The hight of 
the first story of the main house is 8 feet 6 inches ; of 
the second story, 7 feet. The hight of the kitchen ceil- 
ing is 7 1 /, feet. The attic is arranged to have just stand- 
ing room in the center .... A great saving of time and 
trouble is made, when openings are provided for regular 
sizes of sash, blinds, and doors, as they may be obtained 
of seasoned and well-made stock, at any time, from any 




Fig. 15.— cellab.— Scale, 8 feet to 1 inch. 
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dealer in such materials. These plans are drawn with 
reference to such regular sizes, viz. : the first-story win- 
dows are 2 ft. 7 in. X 5 ft. 6 in. ; second story, 2 ft. 7 
in. x 4 ft. 6 in. ; cellar, 2 ft. X 2 ft. 8 in., all r/ 4 inch 

thick. All principal windows 
should have their frames made 
with pockets and pulleys, and 
the sash hung with iron 
weights and good cord. The 
cost for the addition of these 

necessary parts, 
beyond what is 
required for the 
plain frame, is 
about as follows, 
for each window 
of ordinary size: 
4 pulleys, (at 
40c. per doz.) 
14c. ; 20 lbs. iron 
weights, 2y,c. 
per lb., 50c. ; 
Y a lb. sash-cord, 
16c. per lb., 8c; 
1 doz. screws, 
7 / 8 in., 35c. per 




PORCH. 

4-A 5 



Fig. 16.— FIEST STOET. 

Scale, 8 feet to 1 inch. 



grosSj 



3c. : la- 



boi putting in 
pockets, pul- 
leys, etc., 20 c. — Total, 95 cents, and when 
once done, will need no further attention 

■ H or expense, while the house lasts. The 

satisfaction of having neat-fitting, easy- working sash, 
where the upper, or lower one, may be opened at will, is 
great. The saving of little fingers, and older nerves, to 
say nothing of shattered sash and glass, more than repays 
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the extra cost of hanging sash .... The front, rear, and 
parlor Doors are 2 ft. 8 in. x 6 ft. 8 in. x l 1 /, in. ; 
other first-story doors, 2 ft. 6 in. x 6 ft. 8 in. x V/ 
in. ; second-story doors, 3 ft. 6 in. x 6 ft. 6 in. x V/ 4 
in. ; all 4-paneled, and neatly moulded. The r/ 2 -inch 
doors have mortise-locks ; other doors rim-locks, all with 

porcelain knobs and escutcheons Blinds are included 

for the first and second sto- 
ries, in the estimate appended, 
at an average cost of $2. 40 per 
pair, and may be omitted, but 
are recommended as useful; 
they protect the sash from 
storms, and can be operated 
to give almost any desired 

light or shade in 



the rooms 

Many people may 
be in circum- 
stances that 
would justify the 
building of one 
part of a house 
first, to be occu- 
pied as a tempo- 
r a r y residence 
until means and 
opportunity war- 
rant the building 

Fig. 17.— second story.— Scale, 8 feet to 1 inch. . , , , , ? 

6 of the whole. A 

newly-married couple could arrange to have the kitchen 
part built as a residence for a season, rather than forego 
the opportunity of setting out trees, vines, and shrub- 
bery, planting, and otherwise developing their grounds. 
They would then be near the work when building the 
main part, to superintend it, and care for materials, sav- 
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ing much that is often wasted, or lost. The wing, or 
kitchen part, could be built at a cost of about $185, so 
arranged as that the main house could be joined to it at 
at any time — or, what would be better, the main house 
maybe built first, at a cost of about $650, and the kitchen 
added at convenience .... The exterior dressing of cor- 
nice, window-caps, and stoop, are decided in their char- 
acter for simplicity and boldness, giving a generous and 
finished appearance to the whole .... Novelty Siding, 
fig. 18, is mentioned in many of the estimates for . 
these houses. This form of siding 1 first intro- 
duced some sixteen years ago, since which time 
it has grown into general favor and use in this 
neighborhood. It has the following merits to 
recommend it : 1st, It is easily put on by ordinary 
mechanics. 2d, When properly nailed to the 
frame, it strengthens it, so as to make bracing of 
the frame almost unnecessary. 3d, The spaces 
between the studding, when the interior is plas- 
tered, are each air-tight compartments, containing only 
stationary air, which is a non-conductor of cold (or heat), 
thus protecting the inside wall from the extreme changes 
of outward temperature. 4th, A cheaper quality of lum- 
ber can be used, the more cross-grained the materials, the 
less likely they are to check, or shrink, and any small, 
sound knots are easily covered with shellac before paint- 
ing, which closes them effectually. 5th, The general 
surface is even, so that any brackets or other ornamenta- 
tion can be put on without the trouble and difficulty of 

"scribing" them up to the clap-boarding The 

Shingling referred to in the estimate is of 18-inch pine 
shingles, and may be laid 5 8 / 4 inch to the weather, and 
secured with large-headed " shingle-nails." It is best in 
laying shingles to lap at one-third the breadth, never in 
the center, for should one shingle check in the center, as 
they are liable to do, an opening is made through the 
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three courses, and a leaky roof will be the result. 
" Shingling-lath " 1'/, X 2 in., with the lower edge 
placed just where the buts of the shingles would cover, 
will allow air to freely circulate on both sides of the shin- 
gles, and preserve them one-third longer than when laid 
on close planking, which holds the moisture, and assists 
decay of every part of the roof. . . . Gutters. — The old 
wooden gutter has nearly gone into disuse, and always 
seemed a barrier to any satisfactory finish of cornice. It 
was difficult to get timber of sufficient width for projec- 
tions, and in snch cases, the cornices were proportioned 
by boxing off, and bnilding up around this "gutter- 
stick," which was bad construction — the outer-edge of 
the gutter, being higher than the edge next the house, 
would cause the water, during heavy storms, or when 
the leader was 
) choked up, to 
flow over against 
the frame-work 
of the bnilding, 
which was one of 
the most fre- 

FlC. 19.— FOBTION OF UOOf ASI) GETTEB. 

6 quent causes of 

decay and settling in the older houses in this country. — 
The tin-lined "box" and "trough" gutters are often 
troublesome ; the tin can not be laid in them except in 
long lengths, which have been soldered together while 
flat and smooth. To lay these long lengths into the 
ready-formed gutter, requires mnch bending and ham- 
mering, which breaks the best tin at the soldered joints, 
on the under-side, where it is impossible to repair it, bo 
that, while it may not appear at once to leak, it is sure 
to do so soon, to bo discovered after the cornice has been 
swelled out of shape or destroyed. The gutter that I 
have adopted in all cases where practicable (see section, 
fig. 19), either for shingles or slate, is made of charcoal- 
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tin, 14 inches wide, in lengths as long as can be well han- 
dled. One edge is turned or rolled up around a 6 / 8 iron 
rod, which makes a strong edge. Then a bend is made 
at 3 1 /, inches from the turned edge, forming a right an- 
gle the whole length. This is laid on the second course 
of shingles, with one end lower than the other, so as to 
give a good run for the water. The ends are turned up, 
where required, to stop the water, and a tube put through 
the cornice in the usual manner. . . . For Tin Eoofs, hav- 
ing a pitch of at least one inch to the foot, the gutters are 
formed in a similar manner, with the flat, or bottom 
part, about */„ inch wide, making a flange, which is sol- 
dered to the roof near the eaves, to a line drawn at an 
angle to make one end lower than the other, as for shin- 
gle roofs. This is the simplest and best kind of gutter, 
will outlast any other, and in the event of a possible 
damage, or leakage, no harm will be done beyond the 
loss or waste of the water that runs off over the eaves. 
It can be easily repaired, or replaced at any time, without 
interfering with the principal roof, and it saves the 
trouble and expense of building and boxing for gutters, 
or of making cornices with special reference to them, and 
it is cheaply constructed. — Estimate of Cost of building 
by this plan in the vicinity of New York City : 

38 yards excavation, at20c. per yard $7.60 

5,090 brick, furnished and laid, at $12 per M 60.00 

230 yards lath and plastering, 3 coats, at 28c. per yard 64.40 

1,412 h. timber, at $15 per M 21.18 

1 sill, 3X8 in. 92 ft. long. 1 girt, 4x8 in. 12 ft. long. 
4 posts, 4x6 in. 21 ft. long. 2 ties, 4x6 in. 16 ft. long. 

2 plates, 4x6 in. 19 ft. long. 2 ties, 4x6 in. 19 ft. long. 

2 plates, 4x6 in. 12 ft. long. 18 beams, 3x8 in. 16 ft. long. 
10 beams, 3x7 in. 12 ft. long. 

1 locust-post, 4 Inch 85 

220 wall-strips. 2X4 in. 13 ft. long, at 10c 22.00 

160 novelty siding-boards, 9* in., at 28c 44.80 

30 rabbeted siding, 9* in., at 28c, $8.40 ; 92 ft. cornice materials, $15. . . 23.40 

100 shingling-lath, at 6c, $6 ; 16 bunches shingles, at $1.50, $24 30.00 

Tin gutters and leaders 7.00 

90 tongned and grooved flooring, 9$ in., at 80c 27.00 

8 windows with blinds, at $8, $64 ; 3 cellar windows, plain, at $3, $9.. 73.00 

2 stoop materials, $20 ; stairs, let story and cellar, $40 60.00 

12 doors and materials 48.00 

Carpenter's labor (not included above) 75.00 

Painting, two coats, $40 ; cartage, average one mile, $12 52.00 

Extras, for base, sink, pump, and nails, etc . . 34.27 

Total cost of materials and construction $650.00 
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Fig. 20.— elbtatiom of HOtrsB.— Scale, 8 feet to 1 inch. 

A HOUSE COSTING $700. 

The plana here given are of simple design, intended to 
meet the large and increasing demand for low-priced 
country or village houses, having at the same time some 
architectural beauty. Without this latter feature, a com- 
fortable house of this size can, in many places, be erected 
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for much less than $700 even.... The house here de- 
scribed provides for as much room as a small family 
would require, while at the same time it admits of future 
enlargement, as one's. necessity or means may indicate, by 




Fig. 21. — cbllab.— Scale, 8 feet to 1 inch. 

additions, ells, or wings, at either side, or rear. In all 
cases, when planning small houses, it is best to provide 
for such enlargements. The triplet window in front is 
so arranged that it can be readily changed to a bay-win- 
dow, when that improvement can be afforded, without 
marring the rest of the wood-work, or the harmony of 
the front elevation. . • . The Cornice of the main building 
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is bracketed, and projects sufficient to relieve it of the 
stunted look so common to country houses. The brack- 
ets are made of 2 X 4-inch timber, in three pieces each, 
mitred to the angles required, and nailed together (see 
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Fig. 22.— pibst story.— Scale, 8 feet to 1 inch. N 

fig* 25), making an effective support and pleasant ap- 
pearance .... A large saving in expense of foundations is 
secured by the following method of construction (see 
section of foundation and frame, fig. 24). The excava- 
tion is made for the cellar 2 J / a feet deep. A foundation 
of 8-inch brick-work, 3 feet high, or 6 inches above the 
level of the ground only, is required. A sill of 3 X 8-inch 
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timber is laid on, and "flush" with the inside of the 
wall, to provide nailing for the wainscoting of the base- 
ment, if it is afterwards finished off.... The beams or 
joists for the first floor are supported by a plank-strip five 




Fig. 23.— second story. — Scale, 8 feet to 1 inch. 

inches wide, let into the inside of the frame at a proper 
hight, and securely fastened with heavy nails. The other 
parts of the framing are executed, and the whole raised, 
in the usual manner. . . . The inclosing, or siding, below 
the first storv, is of 10-inch boards rabbeted and cross- 
grooved in imitation of large stone-work, and painted in 
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contrast with the principal body of the house, and the 
water-table is put just above them. . . . Many small houses 
in the country are built without any permanent founda- 
tion, but are temporarily supported on posts set in the 
ground, and "boarded down." They are always shaky, 
and doubtful while they stand, and are 
frequently blown over altogether. As 
will be readily seen, the above method 
provides for the saving of one-half of the 
mason-work in the foundation. In many 
places stone is abundant, and will an- 
swer the same purpose as brick in this 
case, except for the 6 inches above ground. 
The laying up of a single-face wall, 2 1 /, 
feet high, of rough stone and mortar, 
would cost but a trifle. If the cellar 
should be finished at any time for base- 
ment purposes, these walls would be 
much drier and more healthful than when 
the walls are entirely of masonry. In 
this case it would be preferable to have 
the foundation walls 6 inches higher, so 
as to have the basement rooms 7 feet in 
the clear. ... Several houses have been 
built on this plan in villages, and in most 
cases it has been decided not to have any 
rear outside door for the first story {fig. 

22), but to wait until a kitchen could be 

finished in the front part of the cellar, F1 8- Si 

when the common entrance would be by the area to the 
kitchen. In the plan (fig. 22), we have indicated two 
rear windows, but a door may take the place of either of 
them. We have also indicated by dotted lines where 
pantry, sink, etc. , may be placed in the corner, according 
to the wishes of the proprietor. . ■ . There is but one chim- 
ney. The parlor is heated by running a stove-pipe 
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through earthen thimbles placed in the partitions under 
the stairs, to the chimney, which is perfectly safe, and 
no heat is lost. When desired, a fire-place, or stove-pipe 
flue, may be carried up through the parlor, as well as 
through the living-room, and the two be brought to- 
gether above the stairs into one chimney. 

The Second Story, (fig. 23), may 

be divided into three rooms, the 
front one being 12x15 feet ; or, if pre- 
ferred, this front room may be divided 
into two smaller rooms, as indicated by 
the dotted lines. One may be 8x12, 
and the other 6y a xl2. The latter 
would be large enough for an ordinary 
bed (4y a X 6 1 /, feet), with stand or chair 
by the window ; and in this case a small 
closet could be cut off from the corner, opening into the 
large room, as shown by the dotted lines. 

Cost. — The following estimate in detail, at present 
prices, near this city, will enable any one to determine 
the cost of building by this plan. Allowance can be 
made for any difference in cost of materials or labor as 
required in other localities : „ 

48 yards excavation, at 20c. per yard $8.60 

6,000 brick, laid complete, at $12 per M 72.00 

1,636 ft. timber, at $15 per M 24.50 




Fig. 35. 



2 sills, 3x8 in. 29 ft. long. 
4 posts, 4X7 in. 21 ft. long. 
2 ties, 4X6 in. 29 ft. long. 
2 ties, 4X6 in. 16 ft. long. 



2 sills, 3X3 in. 16 ft. long. 
28 beams, 3x8 in. 16 ft. long. 
2 plates, 4X6 in. 29 ft. long. 
2 plates, 4x6 in. 16 ft. long. 



32 rafters, 3X4 in. 12 ft. long, at 20c 6.40 

200 wall-strips, 2x4 in. 13 ft. long, at lie 22.00 

162 novelty siding-boards, 9* in., at 28c 45.36 

28 rabbeted siding, 10 in., at 28c 7.84 

97 flooring spruce, 9$ in., at 28c 27.16 

123 shingling-lath, l*x2 in., at 6c 7.38 

22 bunches shingles, 18 in., at $1.25 27.50 

14 windows, with blinds, two stories, 9 at $8 ; 5 at $3 87.00 

2 stairs, $25 ; 11 doors and trimmings, $44 ; 1 stoop materials, $10 — 79.00 

14 rough spruce-plank, 1JX10 in., at 30c 4.20 

100 feet cornice materials 20.00 

Carpenter's labor (not included above) 90.00 

350 yards plastering, three coats, at 25c 87.50 

Cartage, average one mile 12.00 

Painting, two coats, $40 ; extras, for tin, nails, etc. $31.56 71.56 

Total cost in above style $700.00 
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DESIGN VII. 



COUNTRY HOU3E, COSTING $750 TO $1,050. 

These plans represent a commodious dwelling house, 
constructed with especial regard for economy and utility, 
and they will be appreciated hy those desiring to provide 
a comfortable, permanent shelter for home hy the use of 
limited means .... Elevation, fig 26).— In preparing 
plans for " low-priced " houses, the simplest outlines are 
indicated. Having to combine usefulness and small out- 
lay, there can be no latitude for architectural display, 
beyond mere matters of accommodation and complete- 
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ness. The exterior of this example fairly expresses its 
domestic purpose. The breadth of the front, the prepon- 
derance of horizontal lines, and the hooded roof, are each 
indicative of strength, and suggest its adaptation to rural 
situations. The satisfactory appearance of this house 
will greatly depend on its location. The best results 
would be obtained by placing it on a slight knoll, giving 
it additional altitude. This would prevent its being ob- 
scured by shrub- 
bery and trees, 
which are indis- 
pensable accom- 
paniments of a 
properly devel- 
oped home- 
stead... . Cel- 
lar, (fig. 27).— 
Hight, 6 V, feet. 
It has three win- 
dows, an outside 
entrance, and 
stairway leading 
to the kitchen 
above. . . . First Story, (fig. 28.) — Hight of ceiling, 10 
feet. The accommodations, consisting of five rooms, a 
pantry, and two closets, are adapted to a good-sized fam- 
ily. The Parlor and Kitchen are the principal rooms, 
and occupy the middle portion, their sides being pro- 
tected by other rooms, and, having the fire-place between 
them, they are easily warmed. The device for heating 
described for Design III. would serve admirably in this 
house. Two Bedrooms adjoin the parlor. Many might; 
choose to have double doors entering these bedrooms, to 
allow all three rooms to be used together occasionally. 
This would not preclude the use of the smaller ones as 
bedrooms, or, if preferred, as a sewing-room and a library. 




Fig. 27.— PLAN OF CELLAR. 
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VERANDA 
6 X18 



The Kitchen is the largest apartment, and has doors 
leading to the pantry, bedroom, parlor, stairway, and the 
rear entrance. The outside or entrance doors may be 
protected in severe seasons by storm-doors hung to open 
outward, with loose joint-buts to allow of their ready 
removal. The rear veranda is similar to the front one 
shown on the ele- n=n 

vation Sec- m 'J — - 

ond Story, (fig. 
29).— The front 
portion only is 
finished, with 
ceilings 8 feet 
high, and is di- 
vided into two 
chambers and 
four closets. The 
rear portion is 
left unfinish ed , to 
be used as an 
open garret. The 
space above the 
ceiling of the fin- 
ished portion 
may be floored Fi s- 28 - - PLAN 0P FIRST fl °ob. 

over with boards, to serve for storage of quilting-frames, 
trunks, etc .... Construction. — The excavations for 
the cellar are 4 feet deep. The foundation-walls are of 
broken stone, laid in mortar, and show 2 feet above the 
earth-grade. A strong girder, resting on large posts, or 
columns of stone or brick, supports the center of the 
building. In setting the girder, it should be elevated 
from y a to 8 / 4 of an inch in the center, rising gradually 
from each end, to allow for settling, which invariably 
occurs from shrinkage of the interior frame-work. The 
timber for the frame-work is indicated in the estimates 
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below, and is substantially framed together. All the out- 
side studding is halved over the principal timbers, to pre- 
vent vertical shrinkage from affecting the exterior cover- 
ing of the side- walls. The exterior covering is of lath 
and plaster, as follows : all cornices and other dressings, 
and the roof, should first be completed — and all window 
and door frames set and cased. The outside frame 
should then be thoroughly lathed outside and inside. 
All this is to prevent jarring or pounding on these parts 

during the appli- 
cation or setting 
of the plaster. 
The plaster is 
made in the usual 
manner of fresh 
lime and sharp 
sand, with half a 
bushel of hair to 
each barrel of 
lime used, and al- 
lowed to lay two 
weeks to insure 
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Fig. 29.— PLAN OF SECOND FLOOB. 



a thorough slaking and permeation of the lime. It is 
then applied in two coats — the first a "scratch," the 
second a "browning." The surface is floated with a 
darby, (not trowelled). After having stood a sufficient 
time to become dry, the whole is covered with a prepara- 
tion called " Stearate of Lime," usiug an ordinary white- 
wash brush. The formula for making this stearate of 
lime (known only to a few, who have treated it as a secret,) 
is here published for the first time, and it will be under- 
stood by those familiar with the nature and operation of 
slaking lime. The ingredients are simply fresh-burned 
finishing-lime, using the lumps only, unrendered beef- 
suet, and hot water. It is necessary that the^e parts be 
kept in lively motion while dissolving, or they will be 
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entirely destroyed by "barnin^." The usual process is 

to sink a large barrel, having an open eni, 2 feet in the 
ground, pounding the earth around to make it firm. An 
upright piece, 4 inches in diameter, and 6 feet long, is 
set npnght in the center of the barrel, and held in posi- 
tion by cleats at the bottom and top, leaving the npnght 
free to tnm. Arms are put through the upright within 
the barrel, and a cross-bar or lever is attached to the up- 
per end — the whole making an apparatus similar to a 
'• clay-milL J One bushel of lime, 20 lbs. of suet (chopped 
fine), and a barrel of boiling water are provided ; and 
while one works the " mill," another feed3 alternately 
lime, suet, and hot water. This quantity of material, 
costing about $2, will make a full barrel of the prepara- 
tion. Any desired shade may be afterwards given by add* 
ing stainers. This mixture is applied while hot — two 
coats being necessary to insure a thorough covering. This 
will also be found a valuable preparation for covering ex- 
terior brick or concrete work. It is impervious to water, 
and will outlast any of the paints prepared for such pur* 
pose. All other information concerning the finish of this 
house may be inferred upon a careful study of the follow- 
ing estimates. — Estimate cost of materials and labor : 

95 yards excavation, at 20c. per yard £19.00 

1,088 ft. stone-foundation, at 15c per ft 159.30 

24 ft. stone steps and coping, at 28c. per ft 6.7$ 

8,000 bricks in chimneys, laid, at $12 per M S4.0O 

517 yards plastering, inside at 2oc. per yard 199.35 

130 "' •" outside, at 30c. per yard 39.00 

1,850 ft. of timber, cl $15 per M 87.75 



2 plate?, 4*6 in. 15 ft. long. 
2 perlines, 3\S in. 25 ft. Ion*. 
2 perlines. 4 v6 in. 18 ft. long. 
100 beams, l£x8 in. 13 ft long. 



2 sills, 3x8 in. 34 ft. long. 

2 sills, 3x8 in. 25 ft. long. 
1 girder, 4x8 in. 32 ft. long. 
4 posts, 4v8 in. 11 ft. long. 

3 ties; 3<6 in. 34 ft. long. 
300 wall-strips, at lie. each JR.0Q 

4 locust-posts, at 30c each. $1.20 ; 190 flooring, at 20c each, $3S 39.80 

216 shingling lath. at6c. each 12.96 

39 bunches shingles, at $1.95 per bunch 48.75 

3 cellar windows, at $3, $9 ; 12 plain windows, at $7. $84 93.00 

17 doors, at $4 each, $68 : 2 verandas. $."50 each, $100 168.00 

Stairs. $20 : cornice materials, $18 38.00 

Closet finish and base, $15 : nails, $11 ; cartage, $20 47.00 

Painting, $40 ; carpenters labor, $100 ; incidentals, $25.07 165.07 

Total cost, complete $1,060.00 

Omitting cellar and verandas would save 300.00 

Total, after deductions ~$75o7oo 
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DESIGN VIII. 



A COTTAGE, COSTING $800 TO $1,050. 

This design is an enlargement of the small cottage de- 
scribed in Design I. The arrangements are very com- 
plete in convenience, appearance, and economy. . . . Ex- 
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terior, (fig. 30). — The outlines and style are simple. 
The front is enlivened by the Porch, Bay- Window, and 
other projections. The details of finish are of neat de- 
sign, and in har- 
mony, giving an 
agreeable expres- 
sion of taste and 
refinement — fea- 
tures especially 
pleasing in cot- 
tage architecture. 
.... Cellar, (fig. 
31). — Hight in 
clear, 6 1 /, feet. It 
is under the main 
building only ; has 
two windows, and 
stairs leading to 



the first story. It * 
contains 378 feet 
area, giving 
abundant room for 
all ordinary re- 
quirements 

First Story, (fig. 
32). —Hight of 
ceiling, 9 feet. The 
best use is made 
of the space by 
having but few di- 
visions, leaving 
good-sized rooms. 




Fig. 31.— PLAN OF CELLAR. 



The Hall is small, but is conveniently 
arranged to answer all necessary purposes. It is entered 
from the front porch, and communicates directly with 
the parlor and dining-room, and by the main stairs with 
the second story. There is sufficient room for a hat-rack 
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Fig. 82. — Pi<AN OP FIRST FLOOB. 



at the right of 
the front door. 
The Parlor is 
of fair size, the 
large bay-win- 
dow adding 
materially t o 
its area and 
cheerfulness. 
With very lit- 
tle expense in 
furniture, this 
apartment may 
be made pleas- 
ant and cosey. 
The Dining- 
room extends 
the wh ole 
width of the 
house, and has 
a window at 
each end. It 
is conveniently 
arranged, with 
doors opening 
from the hall, 
parlor, kitch- 
en, pantry, 
and to the 
stairs. The 
Kitchen is 
commodious 
and pleasant ; 
has three win- 
dows, an out- 
side rear en- 
trance, and ad- 
joins the din- 
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ing-room, pantry, and bedroom. The Pantry is suf- 
ficiently large and convenient to answer the requirements 
of both dining-room and kitchen. It has a small win- 
dow, and is thoroughly shelved. The Bedroom opens 
directly from the kitchen. Its purpose in the partial 
erection (as shown in Design I.) may be changed in the 
completed building here described by making it an 
auxiliary of the 
kitchen for the 
coarser work ; 
or, if needed, 
it may still be 
be used, as a 
bedroom for 
help Sec- 
ond Story, 
(fig. 33).- 
Hight of ceil- 
ing, 8 feet. 
There is a hall, 
two chambers, 
two bedrooms, 
and two closets, 
in this story, 
and no waste 
room. The 

Hall iS jUSt Fi S- 33.— PLAN OF SECOND FLOOB. 

large enough for convenience. The Chambers are of 
ample dimensions, with a chimney between them, admit- 
ting the use of stoves when required. ... Construc- 
tion. — The Foundations for the main house are of broken 
stone and mortar, showing three feet above ground, 
neatly pointed where exposed to sight. The Wing is 
supported on piers, as described in Design I. Girders 
(shown on the cellar-plan by dotted lines), supported on 
strong posts, carry the central portions of the building. 
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The shortness of the spans between bearings allow very 
light floor-beams. It is, however, important that the 
beams should be bridged to secure uniformity of strength, 
and prevent vibrations. The Frame is constructed in 
the usual manner — all the ties, girts, and headers being 
"framed in." The inclosing is sufficiently indicated in 
the estimate. The front windows have semi-circular 
heads outside. In their construction the frames and sash 
are square, to admit ordinary curtain fixtures on the in- 
side. The circular head is outside of, and " planted" on 
the flat casing, or "blind-strip," and is made perfectly 
tight by a flange of tin. The additional expense of such 
circular finish is but trifling, compared with its good ap- 
pearance. The side and rear windows have square heads, 
with rabbeted drips. Blinds are intended for all windows 
above the cellar. Ventilators are placed in each gable. 
The Porch has boxed pedestals and columns, scroll-sawed 
balusters, and circular spandrells. The inside walls and 
ceilings are "sand-finished" on two coats of brown mor- 
tar. The main stairs are constructed with a quarter cir- 
cle, and winders at the top. These winders extend 
beyond the hall into the ceilings of the dining-room (as 
sketched), but do not interfere with its use, or seriously 
injure its appearance. The Bay- Window is neatly arched 
on the inside. Marble mantels are put in the parlor and 
dining-room, and shelves in the chambers. The second 
story-hall is lighted through the door (sash) of the front 
bedroom. . . . Suggestion's. — This plan was arranged to 
suit a village lot 25 feet in width, leaving a passage-way 
at the side. This necessitated placing the wing at the 
rear of the main house. If there is more ground, the 
wing may be placed at the right of the main part, facing 
the road. The communications between the dining-room 
and wing would be still similar to those shown. The 
window at the right of the dining-room would be placed 
in the rear. These changes entail no extra expense, if 
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determined on before commencing to build. — Estimate 
cost of materials and labor for main house : 

56 yards excavation, at 20c. per yard $11.20 

875 ft. stone-foundation, at 5c. per it . ., 43.75 

2,000 brick, furnished and laid, at $12 per M 24.00 

340 yards plastering, complete, at 25c. per yard 85.00 

1,126 ft. of timber, at $15 per M 16.89 



2 sills, 4x6 in. 24 ft. long. 
2 sills. 4X6 in. 21ft. long. 
9 ties, 4x6 in. 24 It. long. 
4 ties, 4 - 6 in. 21 ft. long. 



4 posts, ixb in. 19 ft. long. 
2 piates, 4x6 in. 24 ft. long. 
1 girder, 4x6 in. 2! ft. long. 
22 beams, 3x6 in. 24 ft. long. 



250 wall-strips, at lie. each 27.50 

162 siding, 9 in., at 20c. each 32.40 

Cornice materials. 18.00 

135 shingling-lath, at 5c. each 6.75 

8 rough planks, at 20c. each 1.60 

24 bunches shingles, at $1.25 per bunch 30.00 

112 flooring. 9 m., at 25c 28 00 

2 cellar windows, complete, at $4 8.00 

1 bay-window, complete 40.00 

5 plain windows, complete, at $12 , 60.00 

Stairs, complete, $40 ; 12 doors, complete, $96 136.00 

Mantels, $39.91 ; porch, $30 ; closets, $10 79.91 

Nails, $9; painting, $50; carting, $12 71.00 

Carpenter's labor mot included above) 80.00 

Total cost of main house $800. 00 

Add Design I.'s estimate for wing 250.00 

Total for whole complete $1,050.00 
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DESIGN IX. 

COUNTRY OR VILLAGE COTTAGE, COSTING $1,000. 

This plan is designed to answer many requests for a 
"cosey and homelike Cottage, suited to the wants of 
Mechanics and Laboring People, costing from $700 to 
$1,000. " It is best adapted to a westward frontage — 
with the hall, entrances, and porches protected from the 
north, but may be easily adapted to an opposite frontage 
by reversing the plan — placing the hall, etc., on the op- 
posite side of the main house. The width, 21 feet, 
adapts it to a 25-foot village lot, leaving a side passage to 
the rear. . . . Exterior, (figs. 34 and 35.) — The style of 
any building is determined by the form of its roof ; the 
steep and hooded style in this design accords fully with 
domestic feelings and artistic sentiments, and is growing 
3 
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in public favor 
for suburban 

structures. Com- 
pared with the 
usual Mansard 
style is more prac- 
tical, less expen- 
sive, and serves 
equally well. 
The side-angles, 
porches, bay- 
window, cor- 
nices, and chim- 
neys, each of sim- 
ple cons true I- ion, 
make up a pleas- 
f ing variety of 
parts. All super- 
Fig. 31— front view or cottage, flnous ornamen- 
tation is avoided. A too common fault prevails in vil- 
lages, and even in the country, of building close up to 
the street lines. 
A clear depth of 
at least 20 feet in 
front should be 
devoted toaflow- 
er-garden, shrub- 
bery, and Tines, 
for flowers are 
proper accesso- ' 
ries of cottage 
adornment, and 
architectural 
ornamentation 
can never com- ■ 
pensate for their Fig. 35.— bob von 
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absence Cellar, (fig 36.) — Hightof ceiling, G'/,teet. 

It extends under the front half of the building, giving an 
average area of ll 1 /, XlS feet — quite sufficient for ordi- 
nary requirements. It has two small front windows. A 
good ventilation may be had through the chimney ; open- 
ings in the rear foundation allow a circulation of air over 
the unexcavated portion .... First Stoby, (fig. 37.)— 
Flight of ceiling, 9 
feet ; is divided in- 
to a hall, parlor, 
living-room, rear 
entry, and a closet. 
The Hall, entered 
from the front 
porch, connects 
through doors with 
the parlor, living- * 
room, and rear en- 
try, and contains 
the main stairs. 
The Parlor has a 
large bay-window 
in the front, oppo- 
site to which is a 
marble shelf rest- 

ingon stucco truss- *ls- *■- ' PLiN OP cellar. 

es. It communicates with the liviDg-room and hall. The 
remaining wall spaces are unbroken, for furniture and 
wall ornaments. The Living-room is a little larger than 
the parlor, has two windows, an open fireplace, a closet, 
and doors leading to the front hall, parlor, and rear en- 
try. The rear entry is under the platform of the main 
stairs ; is divided from the front hall, and is to be used 
as the common entrance. It has doors leading from the 
front hall, living-room, rear porch, and the cellar stairs. 
The parlor may be warmed by placing a radiator under 
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the marble shelf, and passing the smoke-pipe from the 
living-room through it, as for Design III. The cost of 
such a radiator is $6 . . . . Second Story, (fig. 38.)— Hight 
of center ceilings, seven feet ; hight of side-breast walls, 
3 1 /, feet. The stairs leading to this story are made with 
a platform, placed three risers below the upper landing, 
which allows for the required head-room. The divisions 
provide for four rooms, a hall, and two closets ; the large 

chamber has a double 
window in front, a 
marble shelf on the 
chimney-breast, and 
a closet ; the hall 
bedroom is designed 
to be used in connec- 
tion with the large 
chamber as a child's 
room .... Construc- 
tion. — The excava- 
tion for the cellar is 
made four feet deep, 
and for the rear foun- 
dation walls one foot. 
The loose earth is 
graded around the 
foundation at corn- 
Fig. 37.— plan op first FLOOR. pletion, leaving r/ a 

feet of the foundation exposed to sight on the outside. 
The foundation walls are of broken stone, laid in common 
mortar, 16 inches thick, and neatly pointed where ex- 
posed to sight, and are generally even with the frame- 
work on the outside. Provision is made for the cellar 
stairway by extending the adjoining walls beyond the in- 
side of the frame to the hight of the ground, and finish- 
ing above with brick- work. The chimney is started with 
the cellar walls, and arranged with two continuous flues 
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to the top. Side-openings are made under the cap by 
inserting 6-inch earthen thimbles on each side of the 
flues. The top courses of brick-work are laid across the 
entire chimney, making a solid and more lasting cap. 
Sheet-iron thimbles are put in the chimneys adjoining 
the parlor and front chamber. The framing, inclosing, 
flooring, etc. , are done in a substantial manner, of mate- 
rials indicated in the 
estimate below. 
Beams placed two 
feet apart from cen- 
ters ; rafters and 
studding 16 inches 
apart. The cornice- 
trusses are made of 
2 X 4-inch timber, as 
shown in Design VI. , 
and the shingling 
and gutters in De- 
sign V. Sash, r/ 4 
inch thick, glazed 
with second quality 
of French sheet- 
glass, counter- 
checked, and hung Fig. 38.-plan of second floor. 

to iron balance-weights, with good cord. Doors 4-pan- 
eled each, for the outside and rooms in first story, and 
r/ a inches thick ; all others l ! / 4 inches thick, moulded, 
with double faces. The main stairs has a 7-inch octagon 
newel, a 2y 4 x 4-inch moulded rail, and 2-inch turned 
balusters, all of black walnut. The side-walls and ceil- 
ings of the two full stories are white-sand finished, on 
one coat of "laid-off" brown mortar. This is the 
favorite mode of plastering through the Eastern States, 
while in the neighborhood of New York two coats of 
brown mortar are usually applied. Where one-coat work 
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is properly done, more hair is mixed in the mortar, in- 
creasing its strength. The same quantity of mortar is 
used as for two coats. The advantages claimed for the 
"one-coat work" are, a saving of one-third in labor, and 
obviating the delay for the additional coat to dry. All 
the wood-work usually painted, and the chimney-top, 
have two coats of best American lead and raw linseed- 
oil. For more extended remarks on painting, see article 
with Design XII. 
Estimate of materials required, and total cost. 

58 yards excavation, at 20c. per yard $11.60 

26 perches stone-work, complete, at $2.50 65.C0 

2,000 bricks, furnished and laid, complete, at $12 per M £1.00 

360 yards plastering, complete, at 25c 00.00 

1,694 ft. timber, at $15 per M 25.41 

1 sill, 4X7 in. 26 ft. long. " ' " " J - H " Xi l — - 

3 sills, 4x7 in. 15 ft. long. 
1 sill, 4X7 in. 23 ft. long. 
8 posts. 4x7 in. 13 ft. long. 
1 girt, 4x6 in. 15 ft. long; 



3 ties, 4x6 in. 15 ft. long. 
1 plate, 4x6 in. 26 ft. long. 
1 plate, 4x6 in. 23 ft. long. 
14 beams. 3x7 in.. 21 ft. long. 
13 beams, 3x7 in. 15 ft. long. 
20 ceiling -strips, l±x5 in. 13 ft. long. 

50 joists, 3x4in. 13 ft. long, at 16c. each 8.00 

200 wall-strips, 2x4 in. 13 ft. long, at 13c. each 26.00 

130 siding-boards, at 23c. each 29.90 

160 shingling-lath, at 6c. each 9.60 

40 bunches shingles at $1.25 50.00 

12 spruce plank, at 20c 2.40 

Materials in cornices, $14 ; stoops, complete, $20 34.00 

95 flooring, at 18c. each 17.10 

2 cellar windows, complete, at $3 each . 6.00 

2 single windows, complete, at $12 each 24.00 

8 double windows, complete, at $15 each 45.00 

15 doors, complete, at $9 each 135.C0 

Closet, shelving, and nails 20.00 

Stairs, $50 ; bay-window, complete, $50 100.00 

Tin (gutters, valleys, and leaders) 11.00 

2 marble shelves, $10 ; painting, $80 ; carting, $15 105.00 

Carpenter's labor, not included above 100.00 

Incidentals, sink, pump, etc 60.99 

Total cost $1,000.00 
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DESIGN X. 

A HOUSE COSTING $1,100. 

This economical cottage has ample, convenient apart- 
ments for a medium-sized family, and is adapted to either 
a village or a more rural location. A 25 x 100-feet lot 
will contain such a house, besides the needed side alley- 
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way to the rear. Those contemplating the erection of 
low-priced, tasteful cottages in duplication, either for 
selling, or by cooperation as in Building Associations, 



Fig. 39.— ELEVATION OF FBONT OP HOC8B. 

will find this plan suited to their wants Exteriob, 

(fig. 39). — The front presents a graceful, trim, outline, 
with a neat and pleasant arrangement of openings. The 
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Porch fits in an angle, with its steps projecting beyond 
the principal building, providing an appropriate entrance 
to the house. The large Bay-window is the most impos- 
ing feature of 
the front, is ex- 
pressive of 
comfort and 
cheerfulness, 
and gives a 
good appear- 
and and char- 
acter to the 
whole build- 
ing. The prin- 
cipal cornices 
eatly 



tr 



;scd, 



have such 

" spread " as 
gives a finished 
and bold ap- 
pearance to the 
roofs. It has 
such propor- 
tions and gen- 
teel style, that 
if near a more 
formidable or 
costly resi- 
dence, it would 
not disgrace it. 

Cellar, 

(figure. 40.)— 

Fig. 40.— MJJ( OF CELLAB. Eight 7 f t. Its 

outlines correspond with the ground-plans of the princi- 
pal building ; it is three feet below the general surface of 
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the ground, and 
four feet above, 
and has an out- 
side entrance 
door, three good 
sized cellar win- 
dows, two of 
which are in the 
front, and one 
at the side, con- 
tiguous to the 
coal-bin. It is 
accessible from 
the first story by 
a plain stairway. 
If desirable at 
any time, a 
pleasant base- 
ment room may 
be finished in the 
front part, at a 

small cost 

First Story, 
(fig.41).-Hight 
of ceilings, 9 1 /, 
feet. It is di- 
vided into three 
rooms of nearly 
equal size, with 
a Hall and two 
Closets. The 
Bay-window 
adds considera- 
ble to its area, 
making it the 
largest and 
pleasantest 




KITCHEN. 



pantry! 

pant ry^ nr - 



DINING 
ROOM, 



PARLOR. 





PORCH 
6'* 6' 



Fig. 41.— PLAN OF FIRST FLOOR. 
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room. The Dining-room adjoins the parlor, and may be 
used with it as occasion requires by opening the folding 
doors. Each of these rooms has neat marble mantles, 
and opens into the front hall. The Kitchen connects 
with the dining-room, and is provided with a pantry, 
pump, sink, two windows, and an outside door leading 

to the rear yard. 
c 




CHAMBER, 



CHAMBER 



6'6'*3 




CHAMBER. 



CHAMBER. 



When houses are 
built on single 
village lots, it is 
usual to arrange 
for one "blank" 
side, as in this 
plan, but where 
more ground is 
allowed, it is de- 
sirable that open- 
ings should be 
made for at least 
one window in 
each story of this 
side, as they 
would add to the 
cheerfulness of 
the interior, and 
give a better ap- 
pearance to the 

Fig. 42.-PIAN OF SECOND FLOOB. U t S i d e . T WO 

windows are thus indicated by dotted lines, one for the 
dining-room, and one for the interior chamber, though 
the latter is lighted from the roof, as noted. It may be 
advisable even to put two other windows on this side of 
the house, for the outside general good appearance, or 
blind-windows may be put in at "small expense, for the 

same purpose Second Story, (fig. 42). — Ceilings 8 

feet high. The divisions are very simple, making four 
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rooms, three closets, a stairway, and passage leading to 

each room Construction. — Eef erence is had in this 

plan to what is known in the trade as " piece-lumher " — 
the joists, wall-strips, boards, etc., being generally in 
lengths of 13 feet each. There is great economy in being 
able to use such standard lumber, without cutting to 
waste. Figure 43 shows how a neat, cosey cottage-frame 
may be cheaply constructed almost wholly of such 13-feet 

materials. But y *_^__^__^___ 

there is a decid- JK\ (I II II U 

ed preference for 
full chamber 
ceilings, and as 
the difference in 
cost would not 
exceed $60, it is 
best to make the 
house two full 
stories high. The 
principal frame -* 
is of 3-inch tim- «* 
ber, with stud- 
ding of 2x3 
inch. This 
thickness of the 
frame-work se- 




Fig. 43.— MANNER OF FRAMING. 



cures some 220 feet more interior space to the rooms, 
than in the use of 4-inch timber, besides saving one- 
fourth of its quantity and cost. Ordinary r/ 4 X 10-inch 
spruce plank are used for the frame-work, for th& floors 
and ceilings. For the beams they are reduced to the 
depth of eight inches, and the 2-inch strips sawed off are 
used for shingling-lath. For the ceiling-frame of the 
second story, they are simply sawed through the middle, 
leaving each half five inches deep, and are all placed 16 
inches apart from centers. One row of cross-bridging is 



60 HOUSE-PLANS FOB EVERYBODY. 

pat through the center of each tier of beams, and the 
center of the ceiling-strips are secured by hangers from 
the rafters. The Rafters are 2x4 inches, framed to rest 
on the principal plates, where they are connected with 
the ceiling-strips by spikes, preventing any settling or 
spreading of the roof. The Roof of the main wing is 
constructed with double pitch, corresponding with that 
of the main roof. The principal roofs are finished with 
shingles, and has improved gutters, described in Design 
V. The porch and bay-window roofs are covered with 
tin laid on smooth boarding. — The rake or pitch of roofs 
has much to do in giving character and finish to build- 
ings. For ordinary roofs, when shingles or slate are used, 
the rise should be one-third the width of the building, as 
in this case, the rise is 4 1 /, feet, for the width of 13 feet. 
This pitch is very pleasant to the eye, and easy of con- 
struction. In larger buildings, it is often desirable to 
secure more space or head-room in the attic, when the 
rise should be one-half the width of the building. We 
would never go between these two angles in search of a 
roof-line that would gratify good taste, or comport with 
any style, but deviations above one-half or below one- 
third may be made, as circumstances indicate. — Circular 
openings covered with blinds, in each gable, give free air 
circulation between the ceilings and roof. Every dwell- 
ing should have some way of readily reaching the roof 
from the inside to clean the gutters, repair the roof or 
chimneys, and in case of fire in the house or in the 
neighborhood. An opening is made in the ceiling of the 
middle chamber (fig. 42) over and just inside the door, 
and thence through the roof. This is neatly boarded 
around its sides, forming a "well," and is covered 
at the top with a sash, sloping with the roof, hung 
so as to be easily opened and closed by a cord from the 
inside. This provides for light, ventilation, and a scuttle 
in combination. A sash, hung on center pins to revolve, 
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over the door of this room, transmits light from the sky- 
light to the second-story passage and stairway, and sup- 
plies ventilation. . . . The mason's work is complete and 
substantial in every part. The foundation walls, piers, 
and chimneys, are of hard brick and mortar ; the plaster- 
ing is two coats of brown mortar and a hard finish. . . . 
Heating. — Only two fires are required at any time to 
make the principal rooms of this house comfortable. The 
parlor, and chamber immediately above it, are warmed 
through a heater placed in a parlor fire-place. The din- 
ing-room has a radiator fitted in the opening of the man- 
tel, and connected by 5-inch pipes through the fire-place 
back with the kitchen stove. 

Estimate of materials and cost : 

40 yards excavation, at 20c. per yard $ 8.00 

12,000 brick, furnished and laid, at $12 per M 144.00 

82 ft. stone steps and coping, at 20c. per ft 6-40 

450 yards plastering, at 80c. per yard 135.00 

1,969ft. of timber, at $15 per M 29.58 



1 sill, 4x8 in. 89 ft. long. 
1 girt, 4x8 in. 13 ft. long. 
1 plate, 3X4 in. 104 ft. long. 
116 studding. 2x3 in. 10 ft. long. 



6 posts, 3x8 in. 20 ft. long. 
1 tie. 3X6 in. 104 ft. long. 
1 sill, 2x4 in. 91 ft. long. 
153 studding, 2x3 in. 9 ft. long. 

TO planks for beams and ceilingsT at 25c. each . 17.50 

65 rafters, 2x4x13, at 13c. each 7.15 

208 siding, 10 inch. at26c. each 54.08 

100 lbs. tarred felting, at3c. perlb 8.00 

Materials in cornices, water-table, and corner-boards 20.00 

165 shingling-lath, at 6c. each 9.90 

28 bunches shingles, at $1.50 per bunch 42.00 

200 ft. gutters, leaders and roofs, at 8c. per ft 16.00 

96 flooring, at 26c. each 24.96 

Stairs, complete, $40 ; porch and stoops, complete, $40 80.00 

Bay-window, complete 60 00 

8 windows, complete, at $10 each 80.00 

3 cellar windows, complete, at $6 each 18.00 

15 doors, complete, at $8 each 120.00 

Closets and shelving. $8: mantels, $30 38.00 

Pumpandsink. $18; nails. $15 33.00 

Painting, $60 : cartage, $18.48 73.48 

Carpenter's labor, not included above 80.00 

Total cost, complete $1,100.00 



HOUSE-PLANS FOB EVERYBODY. 

DESIGN XI. 



Fig. 44.— PBONT ELEVATION OF DOl.SE. 

A HOUSE COSTING $1,600. 

This plan is for a comfortable and gcoteel dwelling, 
suited to almost any location, and for the accommoda- 
tion of an averaged -si zed family. Upwards of twenty 
years* experience in planning and building has taught me 
that it is not difficult to design either as to Style, Boom, 
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or Cost, when the owners have means sufficient to grat- 
ify their individual tastes, and no special care is required 
to save expense. But it is quite another matter to 
provide plans 
for the great 
mass of people 
who, through 
habit or ne- 
cessity, .put 
everything to 
the test of 
economy, and 
to whom every 
inch of room, 
or foot of ma- 
terial, is an 
important 
consideration. 
In designing 
and project- 
ing such work, 
theories avail 
little ; practi- 
cal experience 
must then be 
the chief 
guide . . . Con- 
ventional 
modes of liv- 
ing have es- 
tablished a 
system of 
household ar- 




Fig. 45. — PLAN OF CELLAR 



rangement and economy requiring for every home of 
even moderate refinement, a house with a front hall, a 
parlor, a dining-room, and a kitchen on the lirst floor, 
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Fig. 46.— PLAN OF FIRST STORY. 



and a liberal 
suite of cham- 
bers in a sec- 
ond story. 
Our plan here- 
with, though 
only 20 by 30 
feet, provides 
for all the 
above. If built 
on an ordinary 
25-feet village 
lot, it will al- 
low a needed 
passage - way 
on one side. 
In rapidly fill- 
ing up, crowd- 
ed localities, 
four persons 
owning single 
lots, making a 
frontage of 
100 feet, can 
arrange to- 
gether and 
build five 
houses on this 
plan for about 
the cost of 
erecting four 
detached 
houses. The 
fifth house 
may be rented 
or sold for the 
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benefit of the four owners. In such cases, a hall should 
be finished in the basement, with an entrance in front 
similar to the one shown in the rear in fig. 45 ... . The 
Front Elevation is made up of simple parts, in a neat 
arrangement. 
The Bay-win- 
dow indicates 
refinement, 
and adds 
largely to the 
area or room 
of the parlor. 
.... The Cel- 
lar walls are 
of hard brick, 
are 8 inches 
thick, 7 feet 
high, and 
show at least 
3 feet above 
ground. For 
health's sake 
alone, as well 
as for a better 
appearance, 
and for con- 
venience, if 
the basement 

should ever be 

desired fin- "£• 47.— flan of second stobt. 

ished off in rooms, which can be done at any time with 
little expense, it is best to always place the first floor well 
up from the ground. In very cold localities, frost can be 
kept out of the basement by banking up in winter, or 
better by laying the brick walls with an opening up 
through the center, extending bricks across the opening 
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at frequent intervals to secure firmness. This central 
air-chamber promotes health, warmth, and dryness in 
the basement or cellar. One foot of the soil taken from 
the excavation for the cellar should be used in grading 
around the house, to secure the flow of water away from 
it, and still leave the walls three feet or more above the 
ground .... First Story, (fig. 46). — Hight of ceiling, 
9 1 /, feet. The divisions embrace three rooms, a hall, 
and two closets. Double doors are provided for the front 
entrance, and between the parlor and dining-room, and 
marble mantles and shelves in the principal rooms. A 
movable "Dresser" having drawers and shelving with 
small doors, is indicated for the dining-room. This room 
may be heated by leading a pipe from the kitchen stove 
to a drum and back into the chimney, or up through the 
chamber above to warm that somewhat. A " Fireplace 
heater" in the parlor will warm the chamber above. . . . 
Second Story, (fig. 47.)— The hight of the ceilings are 
8 1 /, feet. There are four chambers, with closets to each, 
and a small hall. The head-room over the main stairs 
extends beneath the closet to the inner edge of the shelf 
shown — the floor in these parts being angled to suit the 
pitch of the stairs .... Remarks on construction. — An 
end section of the "Novelty siding" is shown in - 

fig. 48. This is of 10-iuch boards, 1 inch thick, 
cut as shown in the engraving. The groove in 
the center gives it the appearance of narrow clap- 
boards ; the lap of about an inch closes tightly, 
and the thick boards not only add to the warmth, 
but also to the strength. A house covered with |jf 
this will vibrate very little in the most windy |J 
situations, and be firmer than one covered with 8. 
thin siding having much heavier timber. Where 
planing mills are accessible, it is little more expensive 
than the dressed half-inch boarding, and the appearance 
is quite as pretty. In this vicinity it is customary to 
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purchase a lot of pretty good quality merchantable pine 
boards, select the best and clearest of knots for siding, 
and use the rest for flooring where knots are not objec- 
tionable when to be covered with carpeting. The smaller 
and firm knots in the siding used, are readily covered 
with paint, if first primed with a little solution of shellac 
in alcohol. A section of the wall is shown in fig. 49. The 
studding, 2x4, makes a space of four inches between the 
siding and plastering. Tarred paper, or what is termed 
roofing-felt, is procured in rolls 32 inches wide. A saw run 
through the roll cuts it into 16-inch strips. The studs 
being set 16 inches apart from center to center, leaves the 

clear space of «. » 

14 inches. The "'*=* ~. tm vm _f ' 

^rips of felt .^^^^^^^m, 
are turned up ^ 4 9 ! _ BEOTION 0P outside wall. 

an inch on each 

edge, and these turned edges are held against the studs 
by lath firmly up and down, so as to hold the sheets mid- 
way between the plastering and siding. This leaves two 
air-chambers, both good non-conductors of heat. Mice 
or insects will not eat or go through this material. It is 
impervious to currents of air, and the whole is as warm 
as if filled in with brick. The cost is very small, and, as 
will be readily seen, it is much warmer than when the felt 
is put on directly under the boards, leaving only one air- 
chamber, and that a wide one .... In all house-plans, we 
advise putting in all the closets possible ; they are always 
convenient, even a foot square " cubby-hole " in the side 
of a chimney is a handy place. In planning a house, 
after making the size as large as one's means will allow, 
the " better half " should be consulted as to the advis- 
ability of making this or that room a little smaller by 
cutting off a few inches here and there to enlarge a pantry 
or closet .... We always advise to put in an extra bell or 
two, and one or more speaking-tubes, to connect the upper 
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and lower rooms. The cost is but trifling, if they are put 
in when building. A hundred feet of speaking-tube will 
cost but $2 or $3 ; the carpenter can insert it behind the 
lath, running it from one room to another in a few min- 
utes, and it will save many steps, and much calling 
through the halls, especially when the mother happens to 
be an invalid, and restrained to a chamber ... In arranging 
sink, table, dish-pantry, etc., with reference to dining- 
room and kitchen, always plan to save steps. A distance 
of 10 feet extra, traveled over each way, say 20 times a day, 
in handling food and dishes, amounts to 28 miles extra 
walking every year, all of which may be saved by a slight 
change in arrangement. These are small matters, but 
these have much to do in making a " convenient house." 
Cost. — The following Estimates of cost in detail will 
give an idea of the general character of the work. The 
prices given are for materials in the vicinity of New 
York. Carpenters wages are reckoned at $2 per day ; 
mason's work, $2.50 per day ; and painters, $3 per day : 

Excavation, 2| ft. deep, at 20c. per yard $11.00 

12,000 hard brick, furnished and laid, at $12 per M 144.00 

28 ft. stone steps, at 40c. per ft 11.20 

16 ft. stone sills, at 30c. per ft 4.80 

483 yards lath and plastering, at 30c 144.90 

2,000 ft. timber, at $15 per M 30.00 



2 sills, 4x7 in. 20 ft. long. 
2 sills, 4x7 in. 30 ft. long. 
4 posts, 4X7 in. 20 ft. long. 
2 plates, 4x6 in. 20 ft. long. 
2 plates, 4X6 in. 80 ft. long. 



2 ties, 4X6 in. 26 ft. long. 
2 ties, 4x6 in. 80 ft. long. 
2 girders, 4x« in. 15 ft. long. 
2 stringers, 3x8 in. 20 ft. long. 
30 beams, 8x8 in. 20 ft. long. 



82 rafters, 3x4 in. 12 feet long, at 18c 5 76 

800 wall-strips. 2X4 in. 13 ft. long, at lie 38.00 

200 novelty siding-boards, 9* in., at 30c 60.00 

160 lbs. tarred paper, at 5c 8-00 

100 hemlock boards, 10in., at 18c 18.00 

100 ft. main cornice, at 40c 40 00 

1 bay-window, complete, with blinds, labor included 60.00 

l\ stoops, complete, labor included fO.OO 

8 windows with blind*, at $16 128.C0 

4 windows, with blinds, at $8 32.00 

8i squares of tin roofing, at $7 59.50 

100 ft. gutters and leaders, at 10c 10.00 

150 flooring-plank, tongued and grooved, at 28c 42.00 

Stairs, main and cellar, $60 ; base-boards, shelving, etc.. $30 9000 

4 mantels (1 full marble, and 3 marble shelves on trasses of plaster). 50.00 

21 doors, complete, labor included, $158; 350 lbs. nails, at oc, $17.50.. 175.50 

Painting, two coats 80.00 

Carpenter's labor, not included in windows, doors, and porches, 

about $200.00; cartage, average one mile, $30 00 230.00 

Allow for extras, cistern, pump, sink, etc.. etc 62.34 

Total $T,600.00 
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Prices vary in different localities, somewhat, but when 
higher in some particulars, they will generally be lower 
in others, so that the whole cost will not be greatly dif- 
ferent over a considerable extent of country. There are 
many items that can be cut down in the above estimate, 
where great economy is needful. For example, substi- 
tute wood for stone steps and sills ; omit the blinds and 
bay-windows, use cheaper doors, pine-stair railing and 
newel, instead of walnut, etc. Our estimate is for a 
pretty, complete, tasteful house. 



DESIGN XII. 

A HOUSE COSTING $1,700. 

The plans here given are similar in many respects to 
Design XI., and are somewhat larger, but can be built 
for very nearly the same cost.. . . Elevation, (fig. 50). — 
The front is irregular, having an angle, which narrows 
i^Jie parts, supplies more vertical lines, and adds to their 
length comparatively. These are important features, 
imparting a graceful appearance, and influencing the en- 
tire character of the house The angle affords ample 

room for the piazza, which can be built for much less 
cost than when its three sides are exposed. The next 
attractive features of the front are the bay-windows be- 
low, and double windows above, with the balustrade and 
hood so proportioned and arranged that they conform 

with each other with pleasing effect Cellar, (fig. 

51). — The Foundation Walls are of hard brick laid in 
mortar, 8 inches thick, and 7 feet high. In localities 
where the foundation rests on loose sand, care should be 
taken to provide a bedding, laid 4 inches below the eel- 
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lar bottom, 16 inches wide, of bnck, or better, of large 
flat atones. Still greater care should be bestowed on the 



Fig. 50.- 



bedding for the chimneys and girder supports, for they 
sustain the greateBt proportionate weight, and any settle- 
ment of these parts will cause a depression of the floors, 
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disarranging the whole house, and become an immediate 
and continuous source of anxiety and expense. The Area 
in the rear is built of hard brick and mortar, with blue- 
stone steps and coping. Blue-stone sills are provided for 
each of the cellar windows .... First Story, (fig. 52.) — 
The interior ar- 
rangement of the 
plan will be ap- 
preciated as mak- 
ing the best pos- 
sible use of the 
room. The Front 
Hall is wider 
than is usual in 
houses of this 
character. The 
Stairs are ar- 
ranged with the 
" quarter circle " 
about midway of 
their hight, 
which brings the 
niche down 
where it becomes 
animportantfea- 
ture of the hall. 
The three princi- 
pal rooms, the 

, , . . Fig. 51. — PLAN OP CELLAR. 

parlor, dining- 
room, and kitchen, can be entered from the hall. The 
latter two rooms have doors leading to the lobby. The 
Lobby is built of 4y a -inch tongued and grooved ceiling- 
boards, with sashes made to swing. A Shelf, V/ t feet 
high, and another just above the sash, give sufficient 
frame-work to fasten the center of the boarding ; the 
ends are nailed to the sill and plate ; these shelves will 
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be found useful for many purposes. Attached to the 
lobby, and built with it, is a good-sized Pantry (P), for 
the dining-room. The Kitchen is provided with a closet 
at the side of the chimney, a sink, with small closet un- 
derneath, and a 

LOBBY I P 1 direct communi- 

cation to the cel- 
lar stairs under 
the hall stairs. 
The window in 
the side of the 
dining-room may 
be omitted, if 
the house is in a 
village and joins 
another, but this 
is desirable to 
give abundant 
light in this, 
which is really 
the living-room 
of the family. — 
The method of 
heating indicat- 
ed in Design XL 
are applicable to 
this plan . . . Sec- 
ond Story, (fig. 

Fig. 52.— PLAN OF FIBST FLOOR gQ \ rp^g p ecu . 

liar manner of constructing the Stairs brings their land- 
ing nearly in the center, so that hall space sufficient only 
for four doors is necessary, leaving almost the entire floor 
to be laid off into rooms. The heavy lines show the most 
simple method of dividing this story into four rooms. 
Should another room be desirable, it can be taken off 
from two rooms, as shown by the dotted lines. In this 
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case, another window may be inserted as indicated. 
Every one's experience will suggest that there can not be 
too many closets, and we have added one to every room 
in the house, except the parlor. ... Construction. — 
The bill of timber appended indicates a "regular" 
Frame. It is a great satisfaction and saving to have the 
timber properly 
" laid out," and 
framed by, and 
under the imme- 
diate direction of 
a master mechan- 
ic, so as to be 
quickly and sub- 
stantially raised. 
Four good car- 
penters would 
easily frame all 
the timber in this 
house in two 
days, and raise it 
the next day. At 
least one man of 
well-known abil- 
ity and experi- 
ence as a mechan- 
ic should be with **• &--*™x 0F 8ECOND FLOOB - 
and take charge of those employed to build a house. It 
is not economical for one about to build a home to trust 
such work to the caprice of an inexperienced man, who 
has "helped" around some job, until he has learned the 
name of tools, but who has no positive knowledge of the 
trade, and could not for his life "lay out" the corner- 
post for a two-story house, yet is shrewd enough to screen 
his deficiencies by suggesting "balloon," or something 
indefinite, that requires little or no skill. It sometimes 
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happens, in localities remote from large cities or large 
towns, that persons are obliged to do with make-shifts, to 
get a home at all. It was such a condition of things that led 
the well-disposed pioneer of the West to adopt the method 
called "Balloon framing," which is really no framing at 
all, and required no skill to get up a kind of home ac- 
ceptable under such circumstances. But wherever skilled 
labor may be had, it is ridiculous to see a gang of intelli- 
gent (?) mechanics standing up pieces of diverse lengths, 
and propping them in a vertical position with rods run- 
ning every way as braces, not one of which can be re- 
moved until the upper ends are secured by ties of some 
sort. A good frame in a house is equivalent to a good 
constitution in a man, and is of vital importance ; it need 
not be clumsy or overloaded, but should at least have the 
merit of being able to stand alone. . , . Painting. — The 
principal object in Painting should be to protect and 
preserve the materials used in construction, as also to 
give a good appearance. All exterior wood-work, though 
executed with the greatest care and in the most substan- 
tial manner, if left exposed to climatic influences, is very 
soon destroyed. It is economy to use only the best lead 
and linseed-oil in painting exterior wood-work. They 
will outlast all other compounds, present a better appear- 
ance, and in the end furnish a much better foundation 
for future painting. The difference in cost between the 
best materials and the imitations, for painting the exte- 
rior of a house built on these plans, would not exceed 
$12, and the cost of labor would be just the same in 
either case. The first coat or " priming," should be put 
on with the greatest care, so as to thoroughly cover and 
close all the pores in the exposed surface. All window 
and outside door frames, corner-boards, window-caps, 
water-table, and stoop-flooring, should be primed before 
setting, especially their edges, where joinings require to 
be made, as it will be the last opportunity to do justice 
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to these parts, where moisture is liable to collect and re- 
main. When priming is well done, it is best to let the 
building stand until thoroughly dried, both inside and 
out, before adding the second coat. It must be evident 
to any one that much of the water used in the plastering 
must percolate through, and thoroughly saturate every 
part of a house. Sufficient time should be allowed for 
this moisture to pass off, and the whole house to become 
dried out .... Thje nails should then be " set," which will 
tighten up permanently all the laps in the siding, after 
which the work should be properly puttied, and the sec- 
ond coat applied. Autumn is the best season to paint, 
after the extreme heat has passed, and insects have disap- 
peared ; the process of drying will be slower and more 
perfect, with less waste by evaporation, leaving a smooth, 
solid surface. I am often asked "what color to paint?" 
Notwithstanding much has been said against white for 
outside painting, and realizing that there are many cases 
where white would not be suitable, or thought of, yet I 
believe that for suitability and good taste, in nine cases 
out of ten, very light colors, or pure white, are indicated. 
I have known instances where much time has been spent 
to discover a suitable color for a house, where nearly all 
the different pigments were drawn from, and after much 
mixing and testing, the result has generally been an un- 
known and unnamed shade, as if everything depended on 
some sentimental " blending with the background," or 
in other words, painting the house out of sight. As a 
rule, paint so as to best reveal the true character of the 
building, and this is best done when the colors afford the 
foundation for the natural shadows that result from the 
true and actual projections. For the body and trimmings 
are suggested a light "Dorchester" gray ; roofs, graph- 
ite-black ; sash, coach -black ; blinds, "chocolate." 

Cost. — The following items, prepared with care, em- 
brace the full bill of materials and labor required in the 
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construction of this house, together with their present 
cost in the vicinity of New York : 

57 yards excavation, at 20c. per yard $11.40 

13,000 brick, furnished and laid, at $12 per M 156.00 

500 yards lath and plastering, at 80c. per yard 150.00 

28 ft. stone steps and coping, at 40c. per ft 11.20 

16 ft. stone sills, at 30c. per ft 4.80 

2,370 feet of timber, at $15 per M 35.55 

2 sills, 4x7 in. 30 ft. long. 6 posts, 4 XT in. 20 ft. long. 



2 sills, 4X7 in. 22 ft. long. 
1 girt, 4X8 in. 16 ft. long. 
1 girt, 4X8 in. 8 ft. long. 
26 beams, 3X7 in. 22 ft. long. 
6 beams, 3x7 in. 15 ft. long. 



2 ties, 4x6 in. 30 ft. long. 
2 ties, 4x6 in. 22 ft. long. 
2 plates, 4x6 in. 30 ft. long. 
2 plates, 4x6 in. 22 ft. long. 
I pieces, 8x7 in. 16 ft. long. 



400 wall-strips, 2x4 in. 13 ft. long, at lie. each 44.00 

200 novelty siding boards, ii in., at 30c. each 60.00 

160 lbs. tarred paper, at 5c. per lb 8.00 

128 tongaed and grooved flooring, 9i in., at 35c. each 44.80 

110 hemlock boards, at 18c. each 19.80 

9$ squares of tin roofing, at $7 per square 68.50 

120 ft. cornice, at 30c. per ft 3j.00 

111 ft. gutter and leader, at 10c. per ft 11.10 

1 bay-window, with blinds, complete 60.00 

Materials in stoop, lobby, balcony, hood, and corner-boards 78.00 

8 windows, with blinds, complete, at $16 each 128.00 

4 cellar windows, complete, at $4 each 16.00 

24 doors, complete, at $8 each 192.00 

2 stairs, complete 60.00 

2 marble mantels and 4 pine mantels 75.00 

Base-boards and shelving 25.00 

Nails, sink, and pump 34.00 

Cartage, average one mile 30.00 

Carpenter's labor (not included above; 200.00 

Painting, two coats 80.00 

Extra for girder supports, grading, etc 62.85 

Total cost of materials and construction $1,700.00 
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DESIGN XIII. 

FRENCH-ROOFED COTTAGE, COSTING $2,000. 

These plans were designed for a genteel cottage adapted 
to thickly-settled localities, where the increased value of 
lands make it necessary to reduce the area, and build up- 
wards. Several houses constructed from these plans in 
this vicinity are admired for their convenient accommo- 
dation and cheerfulness Exterior, (fig. 54. ) — The 

Foundation extends four feet above ground, giving a de- 
sirable altitude to the whole building. The front is en- 
livened by the numerous window and door openings, the 
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several projections of piazza, dormers, and cornices, and 
the variety of the materials used. The dressing of the 
several parts are of simple designs. The projections of 
cornices, etc., should always be self -sustaining, yet while 
this is true, there is sure to be a fancied necessity for 
some apparent 
support obvious 
from the out- 
side. Such sup- 
ports require 
special treat- 
ment, with a 
view to their ' 
proper form and 
proportion, and 
should be spar- 
ingly applied, 
giving to each 
one its distinct 
place and pur- 
pose. Brackets 
of neat pattern 
are often crowd- 
ed so closely to- 
gether as to 
cheapen and de- 
stroy their i 
beauty, and 
overload the cor- 
nice, thus re- n* «.-=*v«k« of room or hoto 
versing their legitimate purpose as supports .... Celiar, 
fig. 55.) — Hight of ceiling 7 feet ; it extends under the 
main house only. Its hight above the ground gives an 
opportunity for good-sized window openings. If desired 
at any time, an airy and light work-room or laundry can 
be made by dividing and flooring a part of this story at 
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little cost. . . . First Story, (fig. 56). — Hight of ceiling 
10 feet. It has a hall running through the whole length 
of the main house, with entrances from both front and 

rear. The parlor, din- 
ing-room, and kitchen, 
are all good-sized apart- 
ments, and pleasantly 
arranged. Double fold- 
ing doors are provided 
for the front entrances 
and from the hall to 
the parlor, and sliding 
doors between the par- 
lor and dining-room. 
A bay-window adds ma- 
terially to the size and 
pleasantness of the din- 
ing or living-room. 
Each room has an open 
p fire-place ; the kitchen 
has a pump and sink, 
with the usual supply 
and waste pipe connec- 
tions. The rear stoop 
is roofed, and has a 
portable enclosure of 
light ceiling boards, to 
be used in severe weath- 
er. .. . Second Story, 

Fig. 55.— PLAN OP CELLAR. (fig. 57.) Hight Of 

ceiling 8 1 /, feet. The divisions of this story are simple — 
giving a hall, two large chambers, with passage between, 
two hall rooms, and two closets. . . . Construction. — The 
estimate given provides for foundation of broken stone, 
laid and neatly pointed with good mortar ; the stone ex- 
posed to sight on the outside to be " semi-dressed." 
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Blue-stone, or other suitable stone obtained most readily, 
are used for the sills of cellar windows, for the steps, and 
wall coping of the 
cellar entrance. 
The principal tim- 
ber is of seasoned 
spruce or pine, 
thoroughly 
framed, raised, 
and secured. The 
" framing-in " of 
braces is too fre- 
quently omitted — 
cutting them 
"barefoot," and 
spiking, being 
substituted. The 
latter does very 
well where the 
frame is strongly 
sheathed over, and 
the outer siding 
applied after- 
wards. The 
sheathing aids 
largely in stiffen- 
ing the frame, but 
should not be re- 
lied on to the ex- 
clusion of the nec- 
essary braces to 
square up the 
frame, and pre- 




Fig. 56.— PLAN OP FIRST FLOOB. 



vent the swaying which often happens unobserved, to be 
discovered when too late to remedy it. Laxity in the 
matter of bracing has led to frequent errors as to their 
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proper place in the frame. When framed in they are in- 
variably placed in the upper angles under the ties and 
plates, adjoining the posts, and when barefoot they 
should be put in the same angles ; never, as is frequently 
done for convenience, in the lower angles, nor on the 
sills. A moment's reflection will convince any one that 

if the right angles along 
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Fig. 57. — PLAN OP SECOND FLOOB 



the principal frame are 
rigidly maintained, dis- 
placements will never oc- 
cur, except, as rarely 
happens, the whole is 
bodily raised from the 
foundation by a hurri- 
cane. The most reliable 
angles are those formed 
by the tie and post con- 
nections, because at 
^| these points the posts 
are tenoned and mortised 
together, and secured 
with hard wood pins. 
Those least reliable are 
at the foot of the posts, 



adjoining the sills, where their connections are secured 
only by the weight of the upper frame. Braces placed in 
the latter angles serve only as f ulcrums to endanger the 
frames when tested by ordinary winds ; but if the former 
or upper angles are made positive, by having substantial 
braces in them, the severest gales may be defied. The 
siding is of narrow, clear pine clapboards, laid on " thick- 
nessed" sheathing. The Mansard part of the main roof 
is covered by 8 X 16-inch 6late — the piazza, bay-window, 
kitchen, stoop, cornices, window, and deck roof with I. 
C. charcoal tin — all laid on hemlock boards. Tarred 
felting is spread under all siding and slate. The first 
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and second stories are fully completed inside ; the attic 
is floored, but otherwise unfinished, but may be divided 
at any time into rooms as shown for the second story (fig. 
57). The interior plastering is three-coat work, on sea- 
soned lath. All sash are four lights, and hung to bal- 
ance-weights. Blinds are properly hung (outside) to 
each window. All wood, tin, and brick-work, usually 
painted, has two coats of best lead and oil-paint, with 
stainers to suit the owner's taste. The choice of colors 
for the exterior is frequently canvassed during the con- 
struction of these buildings ; often some person of 
taste (?) decides by " warming " — adding red and yellow, 
until, by the preponderance of these stainers, the most 
sombre and dismal colors are produced. The most ap- 
propriate and pleasing shade for the body of this class of 
house is a light gray ; for the trimmings, dark gray ; for 
the sash, burnt sienna; for the blinds, chocolate. The 
tin roofing should match the slate in color. Red colors 
should be sparingly used, or omitted altogether. 
Estimate of materials required, and total cost : 

60 yard 8 excavation, at 25c. per yard $12.60 

975 ft. of stone foundation, at 8c. per ft 78.00 

45 ft. blue-stone sills, steps, and coping, at 30c. per ft 13.50 

4,000 bricks, furnished and laid, at $12 per M 48.00 

480 yards plastering, at 30c. per yard 144.00 

Cornices and centers, stucco 30.00 

4.000 ft. of timber, at $15 per M 60.00 



2 sills, 4X8 in. 29 ft. l'ng 6 ties, 4X6 in. 21 ft. long '2 decks, 3x8 in. 18 ft. long 
2 sills, 4X8 in. 21 ft l'ng 2 plates, 4x6 in. 13 ft long 2 decks, 3x8 in. 26 ft. long 




6 ties, 4 X6 in. 29 ft long 7 beams, 3x8 in. 16 ft. l'ng 

325 wall-strips, at 12c. each, $89; 75 joists, at 16c. each, $12 51.00 

210 hemlock boards, at 12c each. $25.20; cornice materials, $60 85.20 

215 sheathing, at 16c. each, $34.40 ; 560 pine siding, at 12c. each, $67.20. 101.60 

8 squares slate, at $8.50 per square 68.00 

13 squares tin, at $7.50 per square 97.50 

65 ft. leaders, at 10c. per ft, $6.50; 260 flooring, at 18c. each. $46.80. . . 53.30 

Piazza and stoop, complete, $80 and $28 108.00 

4 cellar windows, complete, at $4 each 16 00 

5 plain windows, complete, at $12 each 60.00 

6 plain windows, complete, at $10 each, $60; 1 bay window, $60 120.00 

5 dormer windows, complete, at $16 each 80.00 

13 doors, complete, at $10 each 130.00 

1 area door, $5; stairs, $90 : closets, pump, and sink, $50. ..'......'. '. 145.00 

Mantle, $52; tarred felting, $10 62.00 

Carpenter's labor, not indued above 135.00 

Carting, average 1 mile, $30 ; painting, $130 ; incidentals, $141.40. . 301.40 

Total cost, complete $2,000.00 
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DESIGN XIV. 



A FRENCH-ROOFED COTTAGE COSTING $3,000. 
These plana were designed for a cottage recently built 
by Mr. W. W. Billings, in New London, Conn. These 
sketches embrace also the outlines of the grounds imme- 
diately surrounding. The site faces a street having steep 
grades, conforming to the general declivity upon which 
a large part of the city is built. The grounds are raised 
above the sidewalk, and leveled in front, and are faced 
with stonework from 3 1 /, feet high at left, to 6 feet high 
at the right. The rear grounds are 6 feet higher than 
those in front. The step A, at the entrance (see fig. 59), 
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is 8 laches above the sidewalk. B is the bottom of the 
cellar, % feet 2 inches higher than A, and is solid rock. 
The walk leading from A to the rear ascends 1'/, inch to 
the foot ; the banks at either side are terraced, and have 
stone steps inserted in them leading to the flagging at 
the foot of the 
porch steps, and 
also to the area, 
or cellar en- 
trance Ele- 
vation, (fig. 
58. ) — The 
French roof 
style is well 
adapted to this 
situation on ac- 
count of its 
rounded and 
solid appear- 
ance. The irreg- 
ularities of out- 
line secure 
agreeable fea- " „, „ 

,° , , Fig. 59.— PLAN OF CBLLAK AND QEOOTTDS. 

tures of variety 

and picturesqueness. The Foundation shows 4 feet 
above gronnd in front, and 1 foot in the rear. The 
Porch is in an angle, and the second story extending over 
it is carried up vertically past the slated part of the main 
roof, forming a tower-like corner. This corner is largely 
enpported by a single column, and to make it as light as 
possible, slating of this portion is omitted. — (As usually 
laid, slate weighs 500 lbs. ; tin, 50 75s. per square. ).... 
Cellar, (fig. 59.) — Hight is 6 1 /, feet. Four windows 
are placed where they give light to every part. An out- 
side door opens to the area, the latter being covered by 
the front porch. The front portion of this cellar can 
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easily be finished off for a work-room or summer kitchen. 

First Story, fig. 60. ) — Hight of ceiling 10 feet 

The arrangements are convenient, comprising a hall, 
parlor, dining-room, and kitchen. The main entrance 
leads from the right of the porch, and the hall runs 

parallel with the 
c r ■> front. Many per- 

sons prefer the 
entrance ar- 
ranged in this 
way, as the con- 
tents of the hall 
are not exposed 
to the street 
whenever the 
doors are opened 
or left ajar. A 
partition crosses 
the hall under the 
platform, adjoin- 
ing the cylinder, 
forming a rear 
passage leading 
from the kitchen 
to the cellar 
stairs. The Par- 
lor has a large 
Fig. 60.— flan op first floob. jjgy _ window in 

front, with a marble mantle directly opposite. The Din- 
ing-Eoom and Kitchen each have windows giving views 
in three directions. The small wing at the rear contains 
a good-sized pantry, closet, and the rear entrance or 

lobby Second Story, (fig. 61.) — Hight of ceiling 

9 feet. The divisions include a hall, three large cham- 
bers, a bedroom, and three closets. All parts are well 
lighted. Ventilating Registers are placed in the center 
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of each chamber ceiling. The space above this ceiling 
under the tin roof is ventilated through 8-inch pipes in- 
serted in opposite sides of the roof. These pipes have 
funnel-shaped covers, elevated two inches above the upper 
end of the pipes. . . . Construction". — The Foundation 
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Fig. 61.— PLAN OP SECOND FLOOE. 

Walls are of semi-dressed stone. The Chimneys are of 
hard brick, the cellar portions are constructed with a 
hollow space or ash-pit, arranged to receive the ashes 
from the fires of the first story. The siding is beveled 
clap-boards, laid on sheathing felt. The mansard parts 
of the main roof are covered with 8 X 16-inch Keystone 
slate laid on felt. All other roofs are of IC. charcoal 
tin, all laid on seasoned boards. The two full stories are 
hard finished upon two coats of brown mortar. All parts 
usually painted have two coats of paint, of material and 
shades to suit the owner. For suggestions on selecting 
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colors or shades see Design XIII. — Estimate cost of ma- 
terials and labor : 

46 Tarda excavation, at 20c. per yard $9.80 

1,800 ft stone foundation, at 15c. per ft 195.00 

40 ft. blue-etone, at 25c. per ft 10.00 

6,000 bricks in chimney, at $12 per M 60.00 

700 yards plastering, at 80c. per yard 210.00 

3,650 ft. timber, at $15 per M 54.75 

100 joists, at 14c. $14 ; 400 wall-strips, at lie, $44 58.00 

1,660 ft. siding, at 2jc. per ft 45.65 

Cornice materials, $70 ; felt, $10 80.00 

920 rough boards, at 15c. each 33.00 

9 squares slate, at $9 per square 81.00 

13 squares tin, at $7.50 97.50 

194 spruce flooring, at 20c. each 38.80 

14 pine flooring, at 25c. each 3 50 

4 cellar windows, complete, at $3 each 12.00 

8 plain windows, complete, at $12 each 96.00 

1 bay window, complete 50.00 

7 dormer windows, at $14 98.00 

Porch, finished. $22 : mantles, $50 72.00 

Stairs. $65 ; nails, sink, and ventilator, $32 97.00 

Closet, finished, $13 ; painting, $150 163.00 

18 doors, complete, at $9 each 162.00 

Carting, $25 ; labor, not included above, $225 250.00 

Incidentals 23.60 

Total cost, complete $2,000.00 



DESIGN XV. 

A SOUTHERN HOUSE COSTING $2,000. 

These plans, designed for a Georgia residence, will be 
adapted to the requirements of others desiring, to build 
an 'inexpensive rural home in any of the Southern States. 

Exterior, (fig. 62.) — The plan indicates that the 

proprietor is not circumscribed by want of land, and pre- 
fers to extend the area of the ground floor, rather than to 
build upward. The breadth of the front (48 feet), the 
large entrance and window openings, the spacious veran- 
das, and broad steps, are each prominent and desirable 
features, indicative of comforts and hospitality. The 
elevated, or second story part of the Main House, forms 
a substantial and fitting center, around which the roofs 
of the wings and verandas incline, and adds largely in 
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giving poise and character to the whole building. The 
hight from the earth grades to the frame-work of the 
building is 2 feet. Its location should have a good 



surface drainage assured during rainy seasons, and afford 
pleasant outlooks from the verandas .... Interior. — In 
most parts of the South, very much of the year could he 
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comfortably spent out of doors altogether, but for the re- 
quirements of shade and retirement. There are times, 

however, when 
severe weather 
makes it neces- 
sary that one's 
family should 
be well housed, 
and when a 
good fire is both 
a luxury and 
necessity. A 
house for such 
a latitude 
should have 
large rooms, 
with high ceil- 
ings, an abund- 
ance of door 
and window 
openings, and a 
plentiful 
spread of shady 
verandas. 
Where practi- 
cable, the win- 
dows should 
have folding 
sashes opening 
to the floor, if 
protected by 
outside cover- 
ings. There 
Fig. 63.-first story. should be at 

least one chimney in the main or highest part of the 
house, having a large open fire-place adapted to the use 
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of wood for fuel, and having openings near the room ceil- 
ings into the flues, for ventilation. The Dining-room, 
Kitchen, and the more domestic offices, require a sep- 
arate and distinct building, situated a short distance in 
the rear of the house, and connected with it by a covered 
passage-way. . . . First Story, (fig. 63.) — Hight of ceil- 
ing 10 feet. The simple arrangement shown provides for 
each of the above requirements. The front Entrance is 
through large double doors. The Hall extends through 
the house. The Living-room, a large apartment adapted 
to a good-sized family, is centrally situated, and protected 
on every side from the direct rays of the sun ; it adjoins 
the pleasant and shady verandas front and rear, both 
being accessible through the folding windows, that open 
like doofs down to the floor. It communicates with the 
hall through wide double doors, has a large closet and an 
open fire. The Bedroom is of good dimensions, has three 
windows opening to the verandas, and one side window. 
The two closets are so arranged as to form an alcove to 
the rear window. The ceiling of this alcove is arched 
over, producing a very pleasant effect. An opening is 
made near the ceiling into one of the flues of the adjoin- 
ing chimney for ceiling ventilation. The Parlor (or Li- 
brary) is situated in the most quiet part of the building, 
where company may be entertained, or persons may en- 
gage in reading or study, without disturbance from those 
engaged in housework. Large windows open to the front 
veranda, and other windows are provided at the side and 
tear. A covered Passage-way leads from the rear hall 
door to the food departments. These consist of a Din- 
ing-room, Kitchen, Store-room, and two Closets, and 
to the rear of these is added a servant's Bedroom. The 
dining-room and kitchen are each of ample size, with 
windows arranged on opposite sides to admit a plentiful 
supply of fresh air. A pump, sink, and two wash-tubs 
are provided in the kitchen. The store-room and closets 
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are thoroughly shelved. If desirable, a china closet may 
be easily constructed at one side of the fire-place, into 
which one of the doors already provided would open .... 
Second Story, (fig. 64.) — Hight of ceiling 9 feet. This 
may be divided into two or more rooms, as required, for 
bedrooms. The cross-partitions may be 8 feet high, ad- 
mitting a free passage of air above them .... Construc- 
tion. — Brick piers, placed 6 feet apart under all sills, are 
intended for the foundation. The remaining space is 
left unobstructed for the circulation of air. A cellar may 
be excavated, and walled up under ]the main house, with 
stairs leading to it from the rear veranda, under the main 
flight. In the estimate, provision is made for a regular 
frame of sawed timber, which should be framed and 
raised in a substantial manner. The siding for the main 
house and wings is of 6-inch pine clap-boards, laid 5 
inches to the weather. The roofs of the main house and 
wings are laid with hemlock boards ; all other roofs and 
cornice projections are laid with inverted lx4y a -inch 
tongued and grooved pine flooring, and lastly covered with 
I C. charcoal tin, locked and soldered in the best man- 
ner. The cornices are constructed with wide projections, 
and have neat truss supports. The verandas are made 
with simple parts. The columns for the front are 7-inch 
boxed, with bases, and scrolled -spandrels; for the rear of 
3x4 joist with bases, and plain spandrels. The veranda 
plates and rafters are dressed for painting, and are left 
exposed to sight. The pediments shown on the front 
are of open work., to allow the warmed air from near the 
roofs to escape. The upper frame-work (plates and raf- 
ters) of the rear building are also planed, and left exr 
posed to sight from the inside. The inclosing and par- 
titions for this part are of 1 X 4 , / 3 -inch pine tongued and 
grooved flooring, dressed on both sides, put on in a ver- 
tical manner, and nailed to the sills and plates ; r/ 4 -inch 
pine battens are put around the inside of the rooms at 
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the proper hight for a chair-rail (2*/ 4 feet to the upper 
edge), and joined to the casings of the doors and windows 
of like materials, and all thoroughly nailed with " clinch " 
nails to the upright boarding. The roof is built as de- 
scribed for the verandas, is double pitch, and has suf- 
ficient spread to include the shed, making it a part of 
the same building. The kitchen chimney is built nearly 
in the center of this building, has a large open fire-place, 
and has a good hight ^.bove the roof. All floors are of 
1 x4y,-inch tongued and grooved pine flooring, close laid 
and blind nailed. All rooms in the main building and 
wings are hard-finished upon two coats of brown mortar. 
All work usually painted has two coats of good paint. 
The roof -gutters are made as shown in Design V. . . . Es- 
timate : 

8,000 bricks in piers and chimneys, furnished and laid, at $12 per M $96.00 

550 yards plastering, at 28c. per yard 154.00 

5,054 ft. timber, at $15 per M 75.81 



Sills, 4x8 in. 261 ft long. 
Ties, 4X6 in. 261 ft. long. 
Plates, 4X6 in. 92 ft. long. 
4 hips, 3X8 in. 17 ft. long. 
56 beams, 2x8 in. 14 ft. long. 



82 beams, 2x8 in. 21 ft. long. 
4 posts, 4X7 in. 22 ft. long. 
1 piazza sill, 3x8 in. 230 ft. long. 
1 piazza plate, 3x8 in. 206 ft. long. 
Piazza beams, 2x6 in. 384 ft long. 



50 joist, 3X4 in. 13 ft. long, at 16c. each 8.00 

300 wall-strips, 2x4 in. 13 ft. long, at lie 33.00 

370 siding (6-inch clap-boards), at 18c. each 66.60 

170 hemlock boards, at 16c. each 27.20 

240 ft. cornice, bracketed, at 20c. per ft 48.00 

208 ft. simple rear cornice, at 8c. per ft 16.64 

38 squares of tin, at $7 per sqnare 266.00 

6,000 ft. of 1 x4| tongued and grooved flooring pine, at 3c. per ft 180.00 

24 piazza columns, complete, average at $1 each 24.00 

1 stairs, complete, $50; 31 windows, at $10, $310 360.00 

20 doors, at $8, $160; 1 mantle, $50 210.00 

Sinks. pumDS. and wash-tubs 22.00 

Closetnnish, $12; nails, $25 37.00 

Painting, $100; carting, $20 120.00 

Boards for outside casings and incidentals 105.75 

Carpenter's labor 150.00 

Total cost, complete. . , . .$2,000.00 
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the foundation, up to within six inches of the wood, 
evenly graded at 45 degrees angle, and neatly covered 
with closely laid turf. This conceals a roughly con- 
structed foundation ; it insures more dryness of the cel- 
lar, and consequently of the whole house ; it guards the 
cellar against extreme heat in summer, and frost in win- 
ter ; and it gives such a visible breadth of bottom as to 
add to its appar- 
ent strength. 
This earth finish 
around the foun- 
dation is especial- 
ly adapted to wet 
or clayey soils, 
where it is desir- 
able to have the 
cellar mostly 
above ground ; at 
the same time it 
secures greater 
elevation to the 
whole building. 

There are 

marked features 
of dissimilarity 
in the several 




Fig 66.— PLAN OF CELLAB. 



openings, and in the details of the exterior dressing, each 
part being adapted to its special purpose, and so arranged 
as to be in keeping with the general design ; it therefore 
unites harmony and beauty. . . . Cellar, (fig. 66.) — The 
Cellar extends under the whole house ; clear hight 6 x / 9 
feet. The outside entrance to the cellar is by an area- 
way, having stone steps and walls, with hatchway and 
inside doors ; the hatchway doors, when closed, being 
even with the sloping earth finish .... First Story, (fig. 
67.) — Hight of ceiling 9 1 /, feet. The irregular outlines 
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of this plan contribute to the cheerfulness of the different 
apartments, by giving opportunity for the insertion of 
windows where they will command the most pleasing 
prospects. The principal entrance is from the porch 
through double doors to the spacious hall, which adjoins 
the parlor and dining-room. The Parlor has one bay and 

two plain win- 
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dows, with large 
wall space for 
furniture and 
wall decoration. 
The Dining- 
room is conven- 
iently arranged 
to connect with 
the principal 
hall, parlor, rear 
lobby, large pan- 
try, or closet, 
and the cellar 
stairway, and 
has a large bay 
and one plain 
window. The 
Kitchen is 
planned to have 
a range, sink, 

Fig. 67.-FLAN OF FIB8T FIXX>B. p U m p , Wash - 

tubs, and the usual pipes for cold and hot water, and is 
provided with two windows, situated in opposite sides of 
the room to give abundant light, and afford thorough 
ventilation ; a closet adjoins the chimney-breast, and a 
cupboard is put beneath the sink. The Pantry is of good 
dimensions, contiguous to both dining-room and kitchen, 
has a suitable window, and is furnished with shelving. 
The rear entrance is from the covered stoop to the rear 
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lobby, and from thence to either dining-room or kitchen. 
. . . . Second Story, (fig. 68.) — This story is reached by 
a winding stairway from the principal hall, and contains 
four good-sized chambers, a bath-room, five large closets, 
and the needed passage-ways. The breast-walls are ver- 
tical to the height of 3 1 /, feet, and are continued upward 
along the underside of the steep roof frame-work to the 
ceiling, which is 8 
feet high. The Bath- 
room is provided 
with a bath-tub and 
seat - closet. The 
Tank is 1 foot 8 in. 
wide, 2 feet long, 
and 3 feet deep, and 
is placed in the closet 
adjoining the bath- 
room, at a hight of 
2 feet above the floor, 
and provided with a 
neat-fitting lid. The 
spaces above and be- 
low the tank may be 
used as a closet for 
toweling, etc. The 
interior location of this tank should insure it against 
frost, so long as the house is occupied by the family .... 
Construction. — The excavations for the cellar are 2 
feet deep, and the earth is used as above described. The 
materials for the principal foundations may be of the 
roughest stone, such as are commonly used in farm-fenc- 
ing, and coarse mortar. Very little skill is required in 
the construction of these walls, as only the last, or top 
course, is seen from the outside, which should be laid to 
a line, and levelled to receive the frame-work. The 
exposed portions of the bay-window foundations are 




Fig. 68.— PLAN OF SECOND FLOOR. 



96 HOUSE-PLANS FOR EVERYBODY. 

constructed of brick laid in mortar, resting on stone- 
work, and leaving an interior recess or shelf, as shown on 
the cellar plan. The cellar windows are of good dimen- 
sions, and situated where they will insure sufficient light, 
and provide for the complete airing of the cellar. An 
opening should be left in one, or both of the chimneys, 
near the cellar ceiling, having a continuous flue to the 
top, which will be heated by contact with the fire-places 
above when in use, and produce a draft that will exhaust 
the poisonous vapors always generated in cellars, and 
prevent them from rising through the house to contam- 
inate the air of the living-rooms. This cellar may be 
easily and cheaply divided into separate apartments by 
rough planking or otherwise, if ever desirable. The rear 
portion might be readily converted into a laundry, where 
the wash-tubs, with their accompanying pipes, might be 
placed, leaving more kitchen room, and relieving it of 
the steam and general disturbance of the ever-recurring 
washing days. Large durable posts are placed in the cel- 
lar, resting on large flat stones that have been embedded 
in the cellar bottom, as supports for the 4 X 8-inch gir- 
ders, shown on the cellar plan by the dotted lines. By 
the estimate, it will be seen that very little timber is used 
in the frame- work, of which the sills and beams comprise 
the heavier parts. I would enforce the importance of 
having the frame fitted and secured together in a sub- 
stantial manner. The beams should be bridged as de- 
scribed for Design XVII The exterior sides of the 

frame-work are designed to be inclosed with double board- 
ing, with an intermediate lining of tarred felting. The first 
covering should be milled to even thicknesses, and put on 
horizontally and double nailed to each stud. The felting is 
next applied in whole width strips, running from the sill to 
the plate. The water-table and window-frames are next put 
m their places, after which the final covering of tongued 
and grooved sheathing is put on vertically, with the lower 
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ends neatly fitted to the water-table, and the upper ends 
covered with a 10-inch board forming a frieze to the cor- 
nice. The siding should then be painted one coat in a 
thorough manner, when battens of r/ a inch " half round" 
(previously painted both sides) are firmly nailed over the 
joints of the sheathing. The windows are all arranged for 
r/ a -inch sash, hung to iron weights with good cord, and 
neatly cased and moulded on the inside ; outside blinds 
are intended for each window above the cellar. The 
cornices are constructed in the simplest manner, and the 
perforated barges and-finials are made as indicated by the 
elevation, and placed near the extremity of the gable 
cornices, from which ever-varying shadows are made 
against the building, producing the most delicate and 
pleasing effects. It is purposely intended that the roofs 
of the principal building, porch, stoop, bay, and dormer 
windows, shall have sufficient pitch for shingling 

The character of the balance of the work may be inferred 
from the estimate which is given in detail. — Estimate : 

61 yards excavation, at 20c. per yard $12.20 

1,278 ft. stone foundation, complete, at 12c. per ft 153.86 

5,000 brick fop bays and chimneys, furnished and laid, at $12 per M 60.00 

30 ft. stone steps and coping, at 30c. perft 9.00 

660 yards 3-coat plastering, complete, at 28c. per yard 184.80 

8,526 ft. timber, at $15 per M.... 52.89 



1 sill, 4x8 in. 151 ft. long. 
10 posts, 4x6 in. 13 ft. long. 
1 plate, 4x6 in. 136 ft. long. 
4 valleys, 3x7 in. 17 ft. long. 
1 girder, 4x8 in. 16 ft. long. 



13 beams, 3x8 in.. 22 ft. long. 
19 beams, 8x8 in. 16 ft. long. 
15 beams, 3X8 in. 15 ft. long. 
1 beam, 3X7 in. 80 ft. long. 
50 rafters, 3x4 in 13 ft. long. 



800 wall-strips, 2x4x13, at lie. each 83.00 

200 sheathing, 9 in., at 18c. each 86.00 

100 lbs. tarred felting, at 5c. per lb 5.00 

200 tongued and grooved sheathing, at 28c. each 56.00 

200 battens, at 6c. each 12.00 

Materials in cornices and water-table 38.00 

825 shineling-lath, I*x2xl3, at 6c. each 19.50 

60 bunches shinerlca. at $1.50 per bunch 90.00 

177 flooring. I*x9i in., at 25c. each 44.25 

2 stoops (front and rear), complete 80.00 

2 bay-windows (with blinds), complete 100.00 

10 plain windows (with blinds) complete, at $12 each 120.00 

4 dormer windows (with blinds), complete, at $20 each 80.00 

8 cellar windows, complete, at $6 each 18.00 

Stairs, complete, $75: 24 doors, complete, at $8 each, $192 267.00 

8 mantles, complete. $20. $10, and $6 36.00 

Shelving, etc., $12: nails, $18; painting, $110 140.00 

Plumbing and range, complete, $222 70; cartage, average 1 mile, $25. 247.70 

Carpenter's labor, not included above 150.00 

For contingencies 55.80 

Total cost, complete $2,100.00 

5 
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DESIGN XVII. 



Fig. «.- 

&. HOUSE COSTING $2,200. 
These plana are for a foil two-story house, that will 
embrace the merits of the most economical form of con- 
struction (having a floor measurement of 24x28,nearly 
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square), with symmetry of style, and containing a very com- 
modious and convenient interior arrangement. The Ele- 
vation (fig. 69), has marked features of simplicity and re- 
finement, with sufficient diversity of parts to give variety 
and grace, without pretentious display. We invariably 
recommend high foundations for houses of this charac- 
ter ; of course a foot in bight at the bottom will add a 
foot to the hight of 
the whole, imparting 
a better appearance 
externally, and on ac- 
count of the better 
ventilation thereby 
afforded to the cellar, 
adds greatly to the 
healthfulness of the 
interior of the whole 
house. Additional 
steps will be required 
to the stoops, but the 
cost of these are com- 
pensated by deduc- 
tions in the excava- 
tion for the cellar, 
and stone steps to the 
area. The large porch Fi g- 70.— plan of cbllab. 

and double doors, the bay and other windows, each dis- 
tinctive in themselves, and adapted to their places, sim- 
ilar only in conformity of character, are so proportioned 
as to harmonize with each other with pleasing effect. 
The pediments of the roof are so arranged that each 
" face " of the building will have very nearly the same 
appearance of outline. The main cornice projects two 
feet beyond the frame- work of the house, and is supported 
by large trusses ; all other cornices and window-caps have 
proportionate projections, insuring heavy shadows, giving 
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relief and finish to the whole. . . . Cellar, (fig. 70.) — 
Excavations for this cellar are made 2 feet 6 inches below 
the general surface of the ground. The Foundation- 
walls, Chimneys, 
Girder - supports, 
and rear Area- 
walls are built as. 
described for De- 
sign XII. , after 
which the earth 
is graded around, 
and up against 
the foundation, so 
as to give such 
slope as will turn 
the water away 
from the house 
and walks, leaving 
the foundation 4 
feet above the final 

grade First 

Story, (fig. 71 ) 
— This story con- 
tains the principal 
hall, parlor, din- 
ing or living-room, 
kitchen, rear lob- 
by, three closets, 
and private stairs. 
The principal 
Hall is entered 
Fig. 71.— plan of fibst floob. f rom the front 

porch, through large double doors, is square (10x10 
feet), and contains the principal stairs, which are built 
with a quarter circle and niche nearly in the center of 
their height, as described in Design XII. This hall 
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connects with the parlor through double doors ; this will 
be found to give an impression of amplitude that would 
scarcely be expected in a house of this size. The Parlor 
has a large bay-window, finished with elliptical arch and 
ornamental corbels, and a marble mantle. The Dining- 
room is intended as the living-room of the family, and 
communicates with each room and hall of the first story ; 
has a closet under 
the front stairs, 
and has a marble 
mantle. The 
Kitchen is pro- 
vided with a large 
range, two clos- 
ets, sink, with 
cold and hot 
water, and closet 
underneath, and 
communicates 
with the dining- 
room, lobby, and 
cellar stairway. 
The rear en- 
trance to this 
story is through 
the lobby, which 
has two small windows. The private stairs are arranged 
to start from the rear lobby .... Second Story, (fig. 
72.) — The manner in which this story is divided into 
rooms very much resemble a " double " house, the hall 
being nearly in the center of the house, and the rooms at 
either side : contains hall, two stairways, six rooms, and 
five closets. The hall is 5 ft. 6 in. XlO ft., and has seven 
doors leading from it to the different rooms and private 
stairway. Many persons require a "study"; the room 
directly above the principal hall is best adapted for such 




CHAMBER 
9-£ x II 



Fig. 72.— PLAN OF SECOND FLOOR. 
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purpose, has a large closet, and is most convenient to the 
stairs. The door to this room should have ground glass 
upper panels, to admit light to the hall. The Bath-room 
is provided with French bath-tub, seat-closet, and wash- 
basin. The soil-pipe from this story will be concealed by 
passing down inside one of the kitchen closets. Marble 
shelves, resting on stucco trusses, are intended for each 
of the four principal rooms of this story .... General 
Details. — It is intended that all the work should be 
done in a workmanlike and substantial manner, of good 
materials, as indicated in the estimate. All the principal 
timber is framed together, and raised in the usual man- 
ner, and secured with hard-wood pins. The enclosing 
should be dressed, of thoroughly seasoned materials, and 
nailed with lOd. nails. The cornices are ornamented 
with bold panelled brackets and dentil courses. Each, 
gable is provided with a circular ventilator. All roofs 
are covered with charcoal tin, laid on rough boards, and 
have gutters as described for Design V., at a cost of 10 
cts. per running foot. The columns of the front porch 
are turned, and have ornamental caps and square pedes- 
tals. The stoop-rail is 5 inches wide, and the balusters 
are scroll-sawed, of iy a -inch pine plank. The trusses 
under the bay-window are large, scroll-sawed, and orna- 
mental. The flooring should be thoroughly dried, close- 
laid, and double-nailed to each beam with 10^. nails. 
While laying the floor (having reached the center of the 
span of the beams), a row of cross-bridging should be put 
in, in a strong manner. In this way, the inequalities of 
the upper surfaces of the beams, which are always more 
or less sprung, will be brought into line by the flooring, 
and each piece of bridging will receive its relative propor- 
tion of the weight. The tarred paper is next inserted 
between the outside studding, in the manner described 
for Design XL, which is much cheaper than "brick- 
filling," and for many reasons more desirable. The cen- 
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tral partitions, that carry the principal weight, should be 
studded strongly of 4-inch materials, or wall-strips set 
edgeways. All closet, stair, and cross partitions may be 
set of 2-inch materials, or wall-strips set flatways. This 
latter method saves nearly one-half of the space taken by 
the partitions, which may be added to the size of the 
rooms, where it frequently happens that a few inches be- 
comes a matter of importance. The second-story ceiling 
timbers are of wall-strips, put 12 inches from centers, 
and a flooring of rough boards is laid over a part, to make 
room for storage, etc. All sash are l 1 /, inches thick, and 
have second quality French glass in* them, and are hung 
with iron weights. We think there is a good opportu- 
nity for improvement in the manufacture of window 
sashes, making them air-tight, and suggest inserting the 
necessary rubber strips near their edges, and especially in 
the lips of the check-rail — this would effectually shut 
out all drafts of air, and make the unsightly and imprac- 
ticable " weather-strip " unnecessary. All stairs should 
have r/ 4 strings and treads, and T / 8 risers, and should be 
so housed, glued, and keyed, as to make them solid ; 
squeaky stairs are abominable, and even when assured of 
their safety, one feels an instinctive suspicion of danger, 
and will look for treachery in every part of the house. 
Black walnut panelled newel, moulded rail, and fluted 
balusters, are intended for the principal flight of stairs. 
Setting the niche is a part of the stair-builder's work, 
and should always be included in his estimate for stairs 
of this character. The trimming of the hall, dining- 
room, and parlor, are of clear pine, the architraves are 8 
inches wide, and " double-moulded," with panelled back 
to each window. Base 7-inch and moulded. All other 
rooms have 5-inch " single trim," with back moulding, 
and base to match. All doors panelled and moulded ; all 
room-doors have mortise locks, and closet-doors have 
rim-locks, all with brass bolts and keys ; knobs and 
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escutcheons of porcelain, and all saddles are of hard- wood. 
All parts of this house that are usually painted should 
have two coats of paint of the best materials, and of such 
colors as shall suit the owner. All hard-wood, such as 
the stair-rail, bath-room finish, and saddles, should have 
two coats of linseed-oil. . . . Cost. — Contractors every- 
where differ in their estimates for work of any kind. 
These differences are sometimes the result of some pecu- 
liar circumstance, but most generally they arise through 
some misapprehension of fact ; either the plans are in- 
comprehensible, or the description of them ambiguous, 
leading to a variety of interpretations, and consequently 
a variety of prices, some of which are too low, and some 
too high. The low man who usually proposes to do the 
best work, and the most of it, gets the job, and executes 
the work in accordance with his preconceived ideas, gets 
his money, and leaves the owner in possession of some- 
thing he did not expect. No one can know the extent 
and character of the work better than the projector of 
them, tv ho should be equally qualified to give exact esti- 
mates of quantities and cost of everything connected with 
their thorough development and execution, and thus 
truly fulfill his mission as the architect of the works. 
Cost is one of the most interesting features in any project, 
and no plan is hardly worth considering that does not 
comprehend in some way the expense of its execution. 
Builders and others interested in such plans, will appre- 
ciate the detailed estimates, as furnishing the key to the 
whole plan, supplying the needed information as to the 
real quality and character of the work. — Estimate : 

62 varda excavation, at 20c. per yard $12.40 

13,000 hard brick, furnished and laid, at $12 per M 156.00 

700 yards lath and plastering, at 28c. per yard 196.00 

32 ft. stone steps, at 40c. per ft. .' 12.80 

24 ft. stone sills, at 30c. per ft 7.20 

2,300 ft. of timber, at $15 per M 34.50 



2 sills, 4X7 in. 24 ft. long. 
2 sills, 4X7 in. 28 ft. long. 
4 posts, 4X7 in. 20 ft. long. 
2 ties, 4x6 in. 24 ft. long. 
Sties, 4X6 in. 28ft. long. 



2 plates, 4x6 in. 24 ft. long. 
2 plates, 4x6 in. 28 ft. long. 
1 girt, 4x8 in. 28 ft. long. 
30 beams, 3X7 in. 24 ft. long. 
4 valleys, 3X7 in. 12 ft. long. 



\ 



\ 
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400 wall-stripe, 2x4 in. 13 ft long at lie. each $44.00 

280 novelty clear siding -boards, at 23c. each 64.46 

175 lbs. tarred paper, at 5c. per lb 8.75 

150 tongned and grooved flooring, at 28c. each 42.00 

130 hemlock roof-boards, 16c. each 20.80 

12 squares of tin roofing, at $7 per square 84.00 

156 ft. gutters and leaders, at 10c. per ft 15.60 

104 ft. cornice, at 40c. per ft 41.60 

1 bay-window (with blinds), complete 75.00 

12 plain windows (with blinds), complete, at $16 each 192.00 

8 cellar windows, complete, at $4 each 32.00 

1 stoop (except tin as above), complete 70.00 

27 doors, complete, at $9 each, $243; 3 stairs, complete, $70 813.00 

2 marble mantles, and 4 shelves on trusses 50.00 

Range, plumbing, sink, bath, water-closet, and pump 814.55 

Corner-boards, base, and shelving, $32.50 ; nails, $20 52.50 

Cartage, 'average one mile 20.00 

Capenter's labor, not included above, $200 ; painting, $100 300.00 

Incidentals 4090 

Total cost, complete $2,200.00 



DESIGN XVIII. 

A SOUTHERN HOUSE COSTING $2,200. 

This plan of a simple, yet genteel Southern house, em- 
braces ample interior accommodation for the wants of a 
good-sized family. It has an abundance of outside veran- 
das and artificial shade, and may be constructed at a very 
moderate cost .... Exterior, (fig. 73. ) — The style is 
adapted to the Middle and Southern States, because of 
its elevation and airiness, the overhanging projections of 
its roof, and the facility with which wings or verandas 
may be added. The Tower is a conspicuous feature, 
and though without any special ornamentation, it gives 
an expression of unity and completeness to the whole 
structure. The Verandas on every side afford protection 
from the sun. Many persons prefer disconnected veran- 
das (as shown in figs. 73 and 75), with open ends to the 
roofs for the escape of the heated air that would otherwise 
be retained in them. Moreover, disconnected verandas 
prevent the annoyance arising from the noise made by 
children who are fond of running and playing upon them. 
.... Cellar, (fig. 74.) — This is under the kitchen wing 
only ; is 6 1 /, feet deep, has two windows, an outside en- 
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trance with stone steps, and a stairway leading to the 

rear entry of the first floor First Story, (fig. 75.)— 

Might, of ceiling in the main house, 11 feet, and in the 
wing 9 feet. The entrance Hall, nearly square, and en- 



Flg. 73.— VIEW OF EXTERIOR O 

tered from the front piazza through double doors, con- 
tains the main stairs, and communicates with the parlor 
and dining-room. Each of those apartments commu- 
nicates with the library throngh largo si i ding-doors. The 
windows to these rooms open to the floor, and are pro- 
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tected on the outside by the verandas. The front parlor 
window is 6 1 /, feet wide, with the sashes arranged to slide 
in pockets at either side, by which means the parlor is 
apparently pro- 
longed to, and 
may be used with 
the veranda. 
Each of the large 
rooms has fire- 
places and mar- 
ble mantles. The 
closet for the din- 
ing-room is under 
the main stairs. 
The Kitchen is in 
the rear wing,and 
separated from 
the main house 
by the rear lobby 
and the pantry ; 
it has a good-sized 
double window at 
each side, a large 
pantry, and a fire- 
place. In the rear 
entry are stair- 
ways leading to 
the second story 
and to the cel- 
lar Second 

Story, (fig. 76.) 



will 


CEELAR [TL 










ISL 1 






lartBls^M^HHIl 




UNEXCAVATED 


I UNEXCAVAIID 


UNEXCAXAfED 


| UNEiCAVATEQ l<o 
1 ■£ 



V 






/0-tf 



16 



Fig. 74.— CELLAR AND GROUND FLAN. 



— Hight of ceilings in main house, 9 feet, and in the 
wing 7 feet. It is divided into six chambers, besides 
halls and closets. The three larger Chambers have fire- 
places with marble shelves, and two windows in each. 
The window in the small chamber is placed near the 
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ceiling, above the kitchen roof. The two Chambers in 
in the wing are intended as servants rooms, and have no 

communication with the main house Tower and 

Attic. — The Tower has an inclosed stairway, with a 

door at the foot. 
The main roof 
finish at the rear 
of the tower is 
leveled even with 
the main ridge, 
inclosing the in- 
tervening space ; 
this affords room 
f o$<a door leading 
from the tower to 
the attic. This 
story is thorough - 
ly floored, and 
has small win- 
dows in each ga- 
ble, and is useful 
as a place for 
storage. In cases 
of necessity, a 
portion of this 
attic maybe used 
for bedrooms.... 

Fig. 75.— PLAN OF FIRST FLOOB. rv 

6 Construction. 

—The Cellar excavations are made in the ground 4'/ a feet 
deep, and for the underpinning of the main house one 
foot. The loose earth is used in grading, raising the 
surface immediately surrounding the foundation 8 inches. 
The foundation walls are 8 inches thick, of hard brick 
and good mortar. The cellar walls are 6V. feet hirfi, and 
the underpinning 3 feet 2 inches high, leaving an exposed 
surface 18 inches high at completion. Only the portions of 
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CHAMBER I 
9X11 






CHAMBER 
9X14 



the foundation plan, shown darker in the plan, fig. 74, are 
walled, the intervening spaces being left open for the free 
circulation of air. The general character of the materials 
to be used in the construction of this house (a large por- 
tion of which is 
milled, and man- 
ufactured ready 
for use,) may be 
inferred from the 
appended esti- 
mate. The man- 
ner of putting 
these materials 
together is of 
great import- 
ance, and should 
be entrusted only 
to skillful and 
thorough work- 
men. The de- 
tails of the exte- 
rior finish are so 
plain, that the 
work of "getting 
out" the several 
parts may be done 
by the mechanics 
employed in 
building, with- 
out recourse to 
the scroll-saw or Fi S- 76 -- pLAN OF s*™™ »«»• 

carver. The truss-work of the cornices, and the open 
frame-work, and columns of the verandas, are of dressed 
timber, and stop-chamfered. All the roofs have suf- 
cient pitcli to allow the use of shingles, which are much 
lighter and cooler than slate or metal. Veranda roofs so 
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constructed do not reflect so much heat into the chamber 
windows as others, which is important in a warm cli- 
mate Ventilation. — Large window openings, with 

easy working sashes, are provided, and afford the best 
means of changing the air of any apartment. The chim- 
neys are large, and have open fire-places, and ventilating 
side-flues with registers near the ceilings. These open- 
ings, which should never be closed, will be found to afford 
satisfactory ventilation. During seasons of extreme heat, 
the tower may be made to serve as a general ventilator, 
by lowering the upper sashes, and opening all the doors 
leading to it. The following estimate includes everything 
necessary to complete this building in a thorough man- 
ner, at prices now ruling in the vicinity of New York. — 
Estimate : 

61 yards excavation, at 20c. per yard $12.20 

15,000 bricks, furnished and laid, at $12 per M 180.00 

26 ft. stone steps and sills, at 30c. per ft 7.80 

700 yards plastering, at 28c. per yard 196.00 

6,112 ft. of timber, at $15 per M 91.68 



78 beams, 2x8 in. 16 ft. long. 
34 beams, 2x8 in. 15 ft long. 
39 beams, 2x7 in. 16 ft. long. 
15 beams. 2x7 in. 11 ft. lodg. 

1 piazza, 2x7 in. 375 ft. long. 

2 valleys, 3X8 in. 16 ft. long. 



Sills, 4X8 in. 247 ft. long. 
1 tie, 4x6 in 247 it. long. 
1 plate, 4X6 in. 247 ft. long. 
7 posts, 4X7 in. 22 ft. long. 
4 posts, 4x7 in. 31 ft. long. 
1 ridge, 2x7 in. 40 ft. long. 
1 ridge. 2X7 in. 30 ft. long. 

100 joist, 3x4 in. 13 ft. long, at 16c. each 16.00 

400 wall-strips. 2x4 in. 13 ft. long, at lie. each .♦ 44.00 

420 siding (6* in. wide 13 ft. long, at 26c. each 109.20 

Materials in cornices and verandas 40.00 

120 hemlock boards (for main house), at 15c. each 18.00 

236 pine boards for roofing, 4^x13, at 18c. each 42.48 

67 bunches shingles, at $1.50 per bunch 100.50 

Pinial on tower 8.00 

168 Flooring for verandas, 4\ in. wide, at 20c. each 33.60 

860 flooring for inside, 9* in. wide, at 26c. each 93.60 

Stairs, $70 ; closet finish, $20 ; 90.00 

2 cellar windows, complete, at $6 each 12.00 

28 windows, at $10, $280 ; 32 doors, at $9, $288 568.00 

8 mantles, $25 each, $75; 3 shelves, $6 each, $18 93.00 

224 ft. gutters and leaders, at 8c. per ft 17.92 

Nails, $22 ; painting. $125 ; carting, $25 172.00 

Carpenter's labor, not included above 200.00 

Incidentals 54.02 

Total cost, complete $2^200.00 
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DESIGN XIX. 



Fig. 77.— FRONT VIEW OF HOUBB. 

A BTONE HOUSE, COSTING $2,500. 

This plan has many features to commend it as an eco- 
nomical country house. It is similar in many respects to 
Design XXVII., having an equal breadth of front, and 
is constructed of like substantial materials. The arrange- 
ment of the several parts, however, are more regular and 
compact, and embrace accommodations for a good-sized 

family Exteriob, (fig. 77.)— At first sight, the 

reader will perceive the perfect balance apparent in the 
outlines and details of the front. Variety is also an es- 
special feature, resulting from the pleasing diversity and 
systematic distribution of the prominent parts. The site 
has much effect upon the appearance of any building. 
This house should have a commanding position to afford 
such views as would seem to be expected from its broad 
and generous windows. Health and happiness being 
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largely dependent on the situation, it is important to 
select a position having a natural drainage, and therefore 
more likely to be surrounded with pure wholesome air. 
Cellar, (fig. 78.) — Hight 6 l / t feet. The plain en- 
graving saves the need of further explanation. The ceil- 
ing is smoothly "laid off" with one coat of plaster, and 
the walls are flush-pointed, so that the whole interior 
may be whitewashed whenever it shall be desirable to 

lighten or sweeten the cellar First Story, (fig. 79.) — 

As is suggested 
by the exterior, 
system and order 
are prominent 
features in the in- 
terior arrange- 
ment. The main 
entrance is 
through double 
doors. The prin- 
cipal hall is cen- 

Fig. 78.— PLAN OP CELLAR. it -i 

6 tral and roomy, 

and contains the open and balustered stairway to the 
second story. The two principal rooms are of equal 
size, with outlooks front and rear. The Parlor has 
a. pleasant bay or plant window, arranged to be shut 
off, when desirable, by large sash doors. This window 
has no floor, but is cemented around its sides below the 
floor-line, to secure dryness to the walls, and is filled with 
earth wherein plants may be grown. The thick mason- 
ry surrounding this plant-bed will secure it from frost. 
The temperature required to make the parlor comfortable 
will be sufficient for the plants, while the strong sunlight 
will insure their vigorous growth. A mirror may be 
placed on the mantle opposite this window, arranged to 
reflect its contents, and make a most cheerful picture. — 
The Living-room is a convenient apartment, in easy com- 
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munication with the front and rear entrances, the wood- 
house, and cellar-stairs, passing down under the front 
hall stairs. It has a large pantry, and is provided with a 
range, sink, stationary wash-tubs, water, and waste-pipes. 
The importance of having cold and hot water always 
ready should not be overlooked. Very much of the 
drudgery of housework in the country consists in draw- 
ing and carrying 
water, and be- 
sides, it general- 
ly happens that 
when water is 
most wanted, 
the vessels are 
empty, necessi- 
tating great in- 
convenience and 
frequent dis- 
tress.— The Bed- 
room is situated 
between the par- 
lor and living- ri * w -«*» OF FIR8T FLOOB - 
room, and communicates with both, and has a good-sized 
closet. This apartment may be used as a sewing-room, 
where such work need not be put away every time it is 
laid down for a moment. The Wood-house at the rear 
is constructed of light materials, and serves as a fuel and 

utensil room Second Story, (fig. 80.) — This story is 

divided into five chambers, a hall, and seven closets. 
Each room is entered directly from the hall, obviating 
the too frequent necessity of passing through one room 
to reach another. Closets are a necessity to any well 
ordered household ; their uses are so numerous that it is 

hardly possible to provide too many Remarks on 

Construction. — The element of durability is an import- 
ant quality of this structure, avoiding the necessity and 
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expense of freguent repairs. The exterior walls are con- 
structed of stone and brick, as described in Design 
XXVII. Care should be taken to make these walls per- 
fectly solid and thorough. The mortar used should be of 
the best lime, and coarse, sharp sand. Such mortar im- 
proves with age, always increasing in hardness and 
strength. The brick corner-work may be laid in dark or 
blue mortar with good effect in subduing the strong Con- 
trasts in color. 
Interior plaster- 
ing should never 
be applied direct- 
ly to the stone- 
work. Such walls 
do not readily 
conform to the 
sudden changes 
of the surround- 
ing temperature, 
and are rendered 
damp and unwholesome from the moisture of the air being 
condensed upon them. They should be furred off, leav- 
ing an air-space between the stone-work and plastering, 
through the whole hight of the wall, and opening into 
the spaces between the rafters of the roof. Side-walls 
constructed in this manner afford a most comfortable 
interior, having a more equal temperature than is possi- 
ble in the usual frame building, and neither the severe 
cold of winter,, nor the extreme heat of summer, is imme- 
diately felt within. The chimneys are of hard brick ; 
their interior location insures a great saving of fuel, as 
the heat that is radiated from them greatly assists in 
warming the house. The principal roofs are covered with 
dark slate. "Keystone" and "Chapman" are good 
qualities, and are mostly used in this vicinity ; they have 
good color, and do not fade. A good effect is produced 
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by clipping the exposed corners of about one-third of the 
slate, in a uniform manner, and laying them in belts of 
five or six courses each across the root 
Estimate op the Cost : 

111 yards excavation, at 20c. per yard $22.30 

171 perches stone-work, at $2.75 per perch 470.26 

103 it. stone sills and steps, at 30c. per ft 30.90 

2,000 bricks in angles, etc., at $12 per M., laid 24.00 

4,000 bricks in chimneys, at $12 per M., laid 48.00 

660 yards plastering, at 38c. per yard 184.80 

80 yards plastering in ceiling or cellar, at 20c. per yard 16.00 

8,367 ft. of timber, at $15 per M 50.50 

2 girders, 4x8 in. 32 ft. long. 44 beams, 3x8 in. 13 ft. long. 



4 plates, 4x8 in. 11 ft. long. 
2 purlins, 4x8 in. 38 ft. long. 
1 ridge, 2x6 in. 29 ft. long. 
1 ridge, 2x6 in. 22 ft. long. 



22 beams, 3x8 in. 11 ft. long. 
40 rafters, 2x5 in. 19 ft. long. 
4 valleys, 3X7 in. 21 ft. long. 
18 collars, 1^x5. in. 14 ft. long. 



230 wall-strips, at lie. each 25.30 

130 furring strips, at 6c. each 7.80 

Anchors, of tire ircn, $3 ; cornice materials, $30 33.00 

300 shingling-lath, at 6c. each 18.00 

Rear wing, exclusive of tin, complete 100.00 

20 squares of slate, at $9 per square 180.00 

32 hemlock boards, at 16c. each 5.12 

3i squares of tin, at $7 per square 24.50 

60 ft. of leaders and gutters, at 10c. per ft 6.00 

213 flooring, 8 inch, at 25c. each 53:25 

Stairs, complete 70.00 

Piazza and stoop, exclusive of tin, complete 80.00 

6 cellar windows, complete, at $5 each 30.00 

17 plain windows, complete, at $10 each 170.00 

4 dormer windows, complete, at $18 each 72.00 

37 doors, complete, at $9 each 243.00 

4 mantles. 2 marble and 2 wooden, complete 62.00 

Closet finish, complete 18.00 

Range and plumbing, complete 150.00 

Nails, $14: painting, $60 ; cartage, $15 89.00 

Carpenter's labor, not included above 125.00 

Incidentals 91.38 

Total coat, complete $2,500.00 
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DESIGN XX. 

A COUNTRY HOUSE, COSTING $2,600. 

This plan is somewhat similar in style and materials to 
Design XXIV. The changes here indicated adapt it to a 
more southern climate, such as larger window openings, 
more piazzas, and placing the domestic rooms at the rear 
of the main building. . . . Exterior, (fig. 81.) — " Double 
front " houses (as those having their front entrance in the 
center are usually called), may face any point of compass, 
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and are adapted to almost any situation. They appear 
best when located at sufficient distance from the road to 
allow extended, neatly laid-out approaches, and thus give 
an air of retirement Cella.ii, (fig. 82.) — Hight, 7 



Fly. 81.- 

feet. Full size of the main building, with window open- 
ings on every side First Story, (fig. 83.) — Hight of 

ceilings in main house, 1 1 feet ; in the wing, 9 feet. The 
apartments embraced in the main house are unusually 
large, airy, and pleasant. All the windows open down 
to the floor, and are protected from sun and rain by the 
piazza. The Hall has a wide entrance leading from the 
piazza, and contains the principal flight of stairs. The 
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Parlor and Living-room are of equal size (14x24 feet), 
have windows looking in three directions, and have open 
fire-places in each. The rear entry occupies part of the 
main house and wing, its hight of ceiling is determined 
by the platform of the main stairs. It communicates 
conveniently with the rear piazza, main hall, living-room, 
kitchen, cellar-stairs, and a closet. In the Wing are a 
kitchen, work-room or summer-kitchen, butler's pantry, 
and two closets. - The Kitchen communicates with the 
living-room 
through the 
butlers pan- 
try, which is 
"dresser -fin- 
ished with 
drawers and 
shelving. The 
work-room is 
furnished 
with a pump, 
sink, and two R^ 88,-plan of cellar. 

stationary wash-tubs. If desired, a bath-room may be 
placed in this wing, and fitted up with the necessary 
plumbing, as shown in Design XXXIII. . . Second Story, 
(fig. 84.) — Hight of ceiling, 9 feet. A hall, three cham- 
bers, a bedroom, and four closets are the divisions of this 
story. The stairs leading to the attic are placed above 
those of the first story, with a door at the foot At- 
tic. — The estimate provides for a floor in this, and for 
casing the four pair of windows, but it is otherwise left 
unfinished. Four or more bedrooms may be made in 
this story if desired .... Construction. — The materials 
are indicated in the estimate. The foundation-walls show 
2 feet above the ground. The timber is framed and 
raised in the most thorough manner. The beams are 
placed 2 feet apart from centers, and bridged with one 
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Fig. 83, 

pediment (fig. 
pierced in sim- 
ple figure, and 
require only 
one set of pat- 
terns for the 
four gables. 
The piazza- 
rafters show 
in their ceil- 
ings. Perfo- 
rate d pedi- 
ments in each 



row of- " cross- 
bridging " in 
each span. 
Observe that 
the main posts 
are 25 feet 
long ; this in- 
cludes the 
whole hight 
(from bottom 
of sills to top 
plates, and al- 
lows for four 
feet of inside 
breastwork 
from the attic 
floor to foot of 
main rafters. 
The main roof 
is set at an an- 
gle of 45°. The 
"open-worked" 
barges in the 
81), are of r/ 4 -inch-plank, 16 inches wide, 
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side allow the escape of heated air from under the roofs. 
The columns are "boxed" 7 inches square, and cham- 
fered. The spandrels are scroll-sawed from 3-inch tim- 
ber. The two full stories are hard finished on two coats 
of brown mortar and seasoned lath. All doors are pan- 
elled, and all architraves in the main house are double 
moulded ; in the wing single moulded. All sashes are 
I 1 /, inch thick, and glazed with second quality French 
glass. The parlor and living-room have marble mantles ; 
the chambers have marble shelves resting on stucco trusses. 
The main stairs have an 8-inch octogan newel, a 2Y 4 X 
4 ! / 4 moulded hand-rail, and 2-inch fluted balusters, all 
of black walnut, as also are the saddles to each room. 
All knobs, roses, and escutcheons are of white porcelain. 
All wood usually painted has two coats of best paint, in 
shades to suit the owner's taste. 

Estimate of Cost : 

137 yards excavation, complete, at 20c. per yard $27.40 

52 perches stone-work, at $2.75 per perch 143.00 

6,000 brick, furnished and laid, at $12 per M 72.00 

44 ft. blue-stone, at 30c. per ft. 18.20 

623 yards plastering, complete, at 28c. per yard 174.44 

7,126 ft timber, at $15 per M 106.89 

1 sill, 4X8 in. 205 ft. long. " " " ~ " 
10 posts, 4x8 in. 23 ft. long. 

2 girders, 4x8 in. 25 ft. long. 
1 tie, 4X6 in. 124 ft. long. 
1 plate, 4x6 in. 205 ft. long. 
1 piazza, 3x5 in. 832 ft. long. 

600 wall-strips, at lie. each 65.00 

860 siding, at 2Sc. each 100.80 

Materials in cornices, corner-boards, etc 40.00 

860 shingling-lath, at 6c. each 21.60 

65 bunches shingles, at $1.50 each 97.50 

184 hemlock boards, at 16c. each 21.44 

15 squares tin roofing, gutters, and leaders, at 7c. per ft 105.00 

J 860 flooring, at 28c. each, $100.80 ; stairs, complete, $90 190.80 

Piazzas, except- roofing, complete 150.00 

8 cellar windows, $48; 30 windows, $300 348.00 

28 doors, complete, at $10, $280; closet finish, $20 300.00 

Mantles and shelves, $75; nails, $20 95.00 

Painting, complete. $150 ; cartage, $35 185.00 

- Pump, sink, and range. $60; incidentals, $42.93 102.98 

r Carpenter's labor, not included above 250. 00 

Total cost, complete $2,600.00 

The following detailed estimate of the cost of windows 
and doors, " complete," are given in explanation as to 
what is included in the foregoing and other lists, viz. : 



90 beams, 3x8 in. 15 ft. long. 
15 beams, 3x8 in. 17 ft. long. 

4 valieys, 3x8 in. 28 ft. long. 
40 rafters, 3x5 in. 20 ft. long. 

1 piazza, 3x8 in. 370 ft. long. 
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Firsl-dass Windows, complete.— For a Second-class Windows, complete.— For 
2-7x6-2 window, with panelled back, and a 2-7x5-2 window, with plain single 
full double trim, viz. : moulded trim, viz. : 

22 ft. running lumber in frame, at 20 running ft. of lumber in frame, at 

4c $0.88 4c $0.80 

4 pulleys 14 4 pulleys, at 40c. per dozen 14 

28 lbs. iron weights, at 2^c 70 26 lbs. sash- weights, at 2fc 66 

Sash cord, 8c. ; screws, 3c 11 Sash-cord 08 

22 ft. of 8-inch trim, at 8c 1.76 Screws 08 

Panelled back materials 48 16 ft. of 5-inch trim, at 5c 80 

Sash, glazed, counter-checked, and Sash, glazed, counter-checked, and 

hung 2.80 hung 2.16 

Blinds, with fastenings 1.80 Blinds, with fastenings 1.56 

Materials in outside cap 64 Nosing, apron, and drip 30 

Nails, 8c; labor, $4 4.08 Nails, 6c. ; labor, $2.50 256 

Total $13.39 Total $9.08 

Where there are an equal number of each class, I 
should put their cost at $11/23 each, and where the sec- 
ond class preponderates, as is usually the case, the average 
price is reduced accordingly : 

First-class Doors, complete.— Double-] Second-class Doors, complete.— Single- 
faced, 2-8x7 ft., full trimmed : faced, 2-6x6-8, single trim : 

Boor, 4-panelled, at factory $2.50 Door, 4-panelled, at factory $1.90 

20 ft. running trim, 8 in., at 21c. . . 4.20 18 ft. running trim, at 15c 2.70 

Saddle 15 Saddle 15 

Buts and screws 16 Buts and screws .15 

Locks and knobs 50 Locks and knobs 35 

22 running ft. base, at 9c 1.98 22 running ft. base, at 7c 1.54 

Nails, 6c. ; labor, $3. 3.06 Nails, 5c.; labor, $2 2.05 

Total $12,551 Total $8.84 

It will be noticed that the item for Base is included 
in above estimate for doors. The figures (22 feet) are an 
average per door, deduced from careful calculations, and 
are introduced here for the purpose of aiding any one in 
readily making up an estimate for a whole building. 



DESIGN XXI. 

A FARM HOUSE COSTING $2,600. 

These plans were designed for a convenient and com- 
fortable Farm-house in the American style, comprehend- 
ing the most economical and practical methods of con- 
struction. The size and shape of such houses should be 
made to conform to the requirements of those who are to 
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occupy them. Unlike the villager, the farmer has ample 
road front, and his house should be so arranged as to 



\ 
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secure the most pleasant outlook from the living-rooms. 
.....Exterior, (fig. 85.) — Farm houses usually stand 

disconnected and apart from other buildings, and should 
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have outlines that will best adapt them to the conditions 
that are otherwise manifest in the location. This plan 
is intended for an eastern frontage, where it would face 
the morning sun, when the principal and broader portions 
of the building, at the right, would be doubly valuable as 
a shield to ward off the northern winds from the parts of 
the house most used by the occupants. (By reversing 




Fig. 86.— PLAN OP CELLAB. 

the plan it would be equally adapted to the opposite, or 
easterly side of a road. ) It is intended that the body of 
the house shall be set at least two feet above the ground ; 
this gives opportunity for good-sized cellar- windows, that 
will admit light, and afford good openings for cellar ven- 
tilation, and also secure the frame- work of the building 
against moisture from the ground. Such moisture, if 
allowed, will cause decay of the sills and other principal 
timbers, and is sure to percolate upward into the house, 
filling it with unwholesome vapors. The variety of the 
general outlines as shown in the elevation are calculated 
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to impart a cheerful and lively appearance always desira- 
ble in a country home, and very pleasant to the passer- 
by. The ridged roofs, with their spreading gables and 
ample projections, are features of frankness in which 
there is no attempt at concealment or imitation. The 
bay-windows, wide entrance, and spacious piazza, are 




Fig. 87.— PLAN OF FIBST STOBT. 



each expressive of liberality and refinement. The extreme 
simplicity of the details, and methods of construction, 
devoid of all ostentatious display, clearly express the pur- 
pose of the building, and commend it to the consideration 

of all who are interested in rural house building 

Foundation, (fig. 86.) — In most locations stone are 
abundant; our estimate comprehends the building of the 
foundation-walls of rough, broken stone, laid in coarse 
mortar, and neatly pointed where exposed to sight. Any 
man who is at all familiar with the most ordinary stone- 



i 1 
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work, such as building "wall" fences, could build these 
foundations acceptably ; they should be laid up 18 inches 
thick, and flush with the outside of the frame-work of 
the building. Our plan shows a cellar under the central 
part of the building only, which should be 7 feet deep ; 
this cellar will be found sufficiently spacious for the uses 
of most families, but may be enlarged if desirable. One 




Fig. 88.— PLAN OF SECOND STOBT. 



of the "wise sayings" we heard in youth was, "always 
build your cellar under the whole house." Unless there 
are ample cellars under the barns, the house-cellar is 
never too large. In this case, it will be but little extra 
cost and labor to take out the earth, and carry the foun- 
dations down. The walls provided would do most of this, 
and then we have ample cellars for all wants, and have 
room to partition off fruit and vegetable rooms, the for- 
mer of which need to be much cooler than the latter, if 
one would keep fruit well. The side-walls of the area 
are built of the same materials as the cellar-walls, with 
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the stone steps inserted while building. The foundations 
shown on the plan where no cellar is required, are built 
of the same materials, laid in trenches, which have been 
excavated 18 inches wide, and 2 feet deep. The chimney 
foundations should be started and laid up with the other 
walls. A very effectual ventilation may be provided from 
the cellar by arranging an opening that shall lead to the 
left-hand flue of the kitchen chimney ; this flue will be 
warmed by contact with the range when in use, and a 
strong draft will be made, which will exhaust the damp, 
foul odors so common in deep cellars. It will be observed 
that the cellar is protected from the extreme changes of 
outward temperature by the walls and spaces at each side, 
and by the partial coverings in front and rear. . . . First 
Story, (fig. 87. ) — This story is divided into three large 
and three small rooms, and hall. By this plan, the 
kitchen is intended as the living-room of the family, and 
is so arranged as to be the most convenient and pleasant 
room in the house; has large windows front and rear, 
which will admit an abundance of light, and afford an 
outlook each way. A large range is placed in the fire- 
place, with a water-back connecting with the boiler in 
the laundry. The clock and lamp-shelf is placed on the 
opposite side of the room from the fire-place : should 
never be over it. Adjoining the kitchen, and connected 
with it, is a pantry, containing shelving, drawers, and a 
wash-tray, with cold and hot water. The Laundry, or work- 
room, is arranged to connect directly with the kitchen and 
pantry, and leads to the rear outside door. This room 
is fitted up so that the principal kitchen-work may be 
done in it, with great facility, and with few steps, and 
contains a closet, sink, pump, wash-tubs, tank, and 
boiler. The hight of the ceiling in this room is 10 feet 
in the clear. The Tank (not shown in the drawings), is 
situated close up to the ceiling, above the pantry door, is 
8 feet long, 3 feet wide, and 2 feet deep. The boiler is 
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of copper, 40-gallon capacity, and is placed directly in 
the rear of the kitchen chimney. The sink and wash- 
tubs are shown on the plan, and are to be provided with 
cold and hot water. The force-pump is placed next to 
the sink, under the tank — by this method but little 
plumbing is required, and a very perfect and satisfactory 
arrangement is secured. The boiler keeps the tempera- 
ture of this room sufficiently warm to prevent damage to 
the pipes from frost. The Bedroom also adjoins the 
kitchen, and has a closet for clothing, and two windows. 
The principal Hall, included in the central building, is 
entered through large double doors from the front piazza, 
and connects through doors with the parlor, kitchen, and 
back passage, and contains the principal stairs, which are 
of easy "platform" construction. The Parlor has a 
large bay-window, marble mantle, and adjoins the library 
through large sliding-doors. The Library has a marble 
mantle, and closet, and connects with the back passage 
at the rear of the principal stairs. The Front Piazza has 
its ends sheltered by the projections at each side, and is 
arranged to require but two columns. If desirable at any 
time, a part of this piazza can be enclosed with sash at 
very little expense, which would provide a very conven- 
ient conservatory for plants and flowers. The rear 
"shed 5 ' is provided with a roof and columns, but has no 
wooden floor. It is intended that the grounds around 
the rear of the central building shall be graded well up, 
say within a foot of the rear door-sills, so as to require 
but a single step, or large flat stone, to each door. The 
outside cellar doors would be made to lay even with the 
final grade, and hung to the coping-stones of the area- 
walls, and the remaining space paved or flagged with 
stone. When once properly done, the finish of this char- 
acter will last a lifetime without trouble, while wood-work 
could never be satisfactory, and would often require re- 
newal. Whenever the cellar doors are opened, they are 
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hooked up against the columns, where they form a rail- 
ing, or guard, to prevent the usual danger of an open 

hatchway The Second Story (fig. 88), has a hall, 

four large and three small chambers, with four closets, and 
stairway leading to the attic. Each of the large Cham- 
bers has two windows, and a ventilating register in the 
flue of the chimney adjoining. All these rooms have full 
hight ceilings, and are not so close to the roof as to be 
affected by their absorbed heat of summer, but have com- 
plete square ceilings, with large air-spaces between them 
and the roofs. The Attic of the principal building is 
completely floored, and has windows in each gable or 
pediment, and may be used for storage, drying clothes in 
stormy weather, and for many other purposes.... Con- 
struction. — The estimate appended indicates the kind 
and quantity of materials used, which will be found to be 
such as are now most generally adopted for buildings of 
this character. The work is very simple, and may be 
executed by the simplest methods. Information concern- 
ing the application and uses of the "felting" may be 
found in Design XL We have before suggested that 
"there are circumstances that would justify the building 
of one part of a house first." Should it.be desirable, the 
central portion of this house could be built first, and 
would be found quite sufficient as the dwelling house of a 
small family, and the remainder added afterwards as re- 
quired .... Estimate. — The following estimate has been 
carefully compiled, and may be relied on for quantities, 
etc. Prices vary in different localities, but the figures 
here given form a good basis of calculation : 

65 yards excavation, at 20c. per yard $13.00 

882 ft. foundation, at 15c. per ft 132.30 

725 ft. foundation, at 10c. per ft 72.50 

6,000 bricks in chimneys, at $12 per M .... 72.00 

40 ft. stone steps and coping, at 30c. per ft 12.00 

900 yards lath and plastering, at 28c. per yard 252.00 

4,799 ft. of timber, at $15 perM 72.00 



Sills, 4X8 in. 218 ft. long 

1 girt, 4x8 in. 20 ft. long. 

7 posts, 4X7 in. 22 ft. long. 

2 posts, 4X7 in. 18 ft. long. 



45 beams, 3x8 in. 16 ft. long. 
22 beams, 3X8 in. 22 ft. long. 
15 beams. 3x7 in. 9 ft. long. 
4 valleys, 3x8 in. 20 ft. long. 



Ties and plates, 4x6 in. 384 ft. long. 
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500 wall stripe, 2x4 Id. 13 ft. long, at lie. each $56.00 

840 novelty siding boards, 9$ in., at 28c. each 95.20 

160 lbs. tarred felting, at 5c. per lb 7.50 

800 matched flooring boards, H} in. wide, at 28c. each 84.00 

20 rough spruce plank, at 25c. each 5.00 

270 shingling-latb, at 6c. each 16.20 

48 bunches shingles, at $1.50 each T 72.00 

75 hemlock boards, 10-inch, at 18c. each 13.50 

7 squares of tin roofing, at $9 per square 68.00 

Materials in cornices and outside casings 60.00 

88 narrow pine flooring for front piazza, at 25c. each 8.25 

67 narrow pine ceiling, at 25c. each 16.75 

1 bay-window, complete 75.00 

26 plain windows, complete, at $12 each 812.00 

4 cellar windows, complete, at $6 each 24.00 

80 doors, complete, at $10 each 800.00 

Stairs, complete, $70 ; 8 closets, fitted complete, $40 111.00 

2 marble and 2 pine mantles 50.00 

Nails. $20; range, with elevated oven, $80 100.00 

Plumbing, $84 ; cartage, average 1 mile, $27.08 111.06 

Carpenters labor, not includedabove 250.00 

Painting 120.00 

Incidentals 25.72 

Total cost, complete $2,600.00 



DESIGN XXII. 

A HOUSE COSTING $2,800. 

This plan of a suburban, or a country house, has all 
the advantages of the square form — providing convenient, 
commodious interior apartments, and has a simple, ex- 
pressive outside dress, that compares favorably with more 

pretentious, expensive dwellings Exterior, (89.) — 

The outlines of the main building are rounded and com- 
pact, indicating completeness and solidity. The front 
tower-like projection is a central and distinctive feature, 
around which the other parts are symmetrically balanced. 
The Porch and roofed balconies are simple and neat. The 
main roof, a new modification of the " Mansard roof," is 
a conspicuous part, giving an expression of strength and 
unity to the design. The main cornice has full projec- 
tions, with neat solid trusses, and is separated into sec- 
tions by the chamber windows, giving relief from the 
monotony and depressing effects usual in all continuous 
horizontal lines. All the second story windows of the 
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main building have projecting hoods appropriately inter- 
laced with the principal roof work, securing pleasant 
shadows to those parts, and imparting a marked finish 



Fig. 89.— FRONT ELF.VATION, 

and variety. The dormer windows are triangular, and 
are placed immediately above those of the lower stories, 
prolonging the vertical lines of openings, to which they 
form a fitting termination. . . . First Story, (fig. 90.) — 
Ilight of ceiling, 10 feet. The usual front ball is dis- 
pensed with, and the stairway is placed where it is more 
convenient and accessible, and is not a conductor of cold 
drafts through the house. Many think it necessary to 
have stairways share with the parlors the most valuable 
and coDSpicuous position ; they should more frequently 
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be placed in some subordinate relation, without seeming 
to control the general arrangement. The entrance from 
the front porch is through double doors to the vestibule, 
and thence to either the parlor or family-room. Side 
doors lead to the pleasant and shady front balconies. 
The Parlor and Family-room are of equal size, and may 

be used as one spa- 
cious apartment by 
opening the sliding 
doors. The Din- 
ing-room is pleas- 
antly situated, and 
opens into the fam- 
ily-room, rear en- 
trance, and hall- 
way. It has one 
large bay-window, 
and two plain ones, 
an open fire-place, 
and a dish or china 
closet, c. The 
Kitchen is isolated, 
relieving other 
rooms of its noise 
and odors, is con- 
venient to the din- 
ing-room, cellar- 




Fig. 90.— PLAN OP PIRST FLOOR. 



stairway, and rear entrance, through the rear lobby, and 
has an open fire-place, closet, and large pantry, range, 
boiler, sink, wash-tubs, and the necessary pipes for water. 
The hall is central, accessible from the parlor, dining- 
room, and rear entrance, and is thoroughly lighted and 

ventilated by the window at the head of the stairs 

Second Story, fig. 91.) — Hight of ceiling, 8 feet. This 
story contains a hall, four good-sized chambers, with clos- 
ets, and two windows to each. The Bath-room has bath- 
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tub and seat. A 
Conservatory 
connects through 
sash doors with 
the two front 

chambers 

Attic, (fig. 92.) 
— Hight of ceil- 
ing, 8 feet. The 
stairs to this are 
placed immedi- 
ately above those 
to the second 
story, are ceiled 
in, with a door at 
the bottom. The 
rear portion is 
finished on a line 
rooms and a hall. 



CHAMBER 
8 X 10 




BATH 
ROOM 
S-6XI3-6 S-6XS-C 



CHAMBER 
13 X 14-6 



CHAMBER 

13 XI4.-S 




Fig. 91.— PLAN OP SECOND FLOOR. 



with the two chimneys, into two bed- 
The front portion is floored, but oth- 
erwise left unfin- 
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92.— ATTIC. 



ished as an open 
garret, valuable 
as a play-room 
for the children, 
a clothes drying- 
room, and many 
other purposes. 

Construc- 

tion. — The 
Foundation, of 
hard brick and 
good mortar, is 
shown by the 
Cellar plan, (fig. 
93. )— It shows 
four feet above 
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the grade in front, and, if desirable, may show one-half 
that hight in the rear. There is usually sufficient earth 
taken from the cellar excavations to give such desirable 
grade as shall turn off all water from the immediate 
grounds and walks. The chimneys are also of hard 
brick, are independent of the foundations, and are carried 




Fig. 93.— PLAN OF CBLLAB. 

up perfectly plumb to the roof, where they are finished 
with neat bases and caps. The central position of these 
chimneys is proof against cold-air openings at their sides, 
and insures saving the heat radiated from them. It is 
impossible to prevent cracks from appearing along the 
sides of chimneys in frame buildings, and when these 
cracks communicate directly with the outside covering, 
they often admit much cold air. — The principal frame is 
20 ft. high, substantially constructed, as indicated by the 
upright section (fig. 94). The main plates are in line 
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with the beams of the attic story, and the roof-purlins 
are 8 feet above them. The side-rafters are 12 feet long, 
fitted and spiked to the purlins and 
plates, with their lower ends extend- 
ing 2 x / a feet down from the latter in a 
continuous line. Bough brackets con- 
necting the rafters with the upright 
frame-work, forming the foundations 
or frame of the principal cornice. By 
this method of extending the rafters 
downward instead of upward, the de- 
sirable hight and proportion of roof 
are obtained. The exposed surfaces 
that require siding are reduced from 
the usual hight of 22 1 /, feet to 16 feet, 
and the cornices are more substantial 
and less complex. The siding, roof- 
boarding, slating, and trimming are 
done in the usual manner. The gut- 
ters are laid in with the slate, as de- 
scribed in Design V. The hoods and 
dormer windows have slate coverings, 
interlaced with the principal roof, with joinings and flash- 
ings of sheet-lead. The following estimate provides for 
the thorough completion of the building in an appropri- 
ate and substantial manner. — Estimate : 




Fig. 94.— section. 



82 
16,000 

44 

750 

8,497 



yards excavation, at 20c. per yard 

brick, furnished and laid, at $12 per M. . . 
ft. stone steps, coping, etc.. at 30c. per ft 

yards plastering, at 28c. per yard 

ft. timber, at $15 per M 



$16.40 
192.00 

13.20 
210.00 

52.45 



80 
880 
200 

261 

19 

8 

250 

800 



1 nerline, 8x7 in. 96 ft. long. 
48 beams, 2x8 in. 14 ft. long. 
24 beams, 2x8 in. 18 ft. long. 
27 beams, 2x8 in. 15 ft. long. 

1 stoop, 3x7 in. 70 ft. long. 



1 sill, 4x8 in. 116 ft. long. 

1 girt, 4x8 in. 30 ft. long. 
11 posts. 4x7 in. 19 ft. long. 

1 tie, 4x6 in. 146 ft. Ions. 

1 plate, 4x6 in. 188 ft. long, 
rafters. 3x4 in. 13 ft., at 16c. each 

wall-strips, at lie. each 

siding. 10-inch, at 26c. each 

Materials in cornices and corner-boards 

hemlock roof-boards, at 16c. each 

squares of slating, at $9 per square 

squares of tinning (I. C. charcoal), at $7 per square 

ft. gutters and leaders, at 8c. per ft 

flooring, 9x1* in., at 26c. each 



4.P0 
41.80 
52.00 
50.00 
41.76 
171.00 
56.00 
20.00 
78.00 
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200 lbs. felting, at 3c. per lb tftm 

3 stairs, complete fgjjj 

Porch, balconies, and stoops, complete. .'.*'.'.*.'.'. lin'on 

6 cellar windows, $36; 1 bay window, complete, $60.'. 96 00 

12 plain windows, $144; 9 hooded windows" complete, $135 279 00 

8 dormer windows, complete, at *8 each "V 11 ^ * 100 - • • *«.«» 

*? i a i J 9 " 80 "A m ; V closed complete; $14/ ". 818 00 

3 marbla- ailtle8? ?60 .^ marb]e ^^ c J mpl ; t * jjg- ;;;;;; ;;•■■• «»-|*j 

itange and plumbing, complete 188 09 

Well, from bath-room to roof, complete ... 1500 

Gas-pipes for 18 lights, complete 40 00 

Bells and speaking-tubes, complete 20 00 

Finish of part of attic, complete "...'. go 00 

Nails, $24 ; cartage, average 1 mile, $25 ."..'.' 4900 

Carpenter's labor, not included above 150 00 

Painting, 2 coats, complete ". . ."."."."."."."." 150 00 

Incidentals 52*59 

Total cost, complete $2,800.00 



DESIGN XXIII. 

A COUNTRY OR VILLAGE HOUSE, COSTING $2,800.— 
FOR PHYSICIANS, LAWYERS, CLERGYMEN, JUS- 
TICES, NOTARIES, EDITORS, ETC. 

This plan is designed to meet the wants of a large class 
residing in the country, or smaller villages, who are not 
only directly interested in agricultural pursuits, but who 
have also some professional or official vocation, such as : 
Physicians, Lawyers, Justices, Notaries, Clergymen, etc. 
They require in connection with their residences an apart- 
ment adapted to their special callings, that shall in no 
way interfere with their domestic arrangements, where 
all persons making business calls may enter without feel- 
ing that they are intruding on the privacy of the house- 
hold Elevation, (fig. 95.)— The exterior outlines 

and dress of this plan are a fair representation of the pre- 
vailing styles of American rural house architecture, in its 
most genteel and practical forms. There is a manifest 
propriety in the strong and decided features of the exte- 
rior finish of this example, wherein each part has its dis- 
tinctive characteristics of utility, harmony, and truthful- 
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nesa — a combination that never fails to please even the 
most tasteful, and it may therefore b.e regarded as the 
real basis of beauty. We frequently meet with oddly- 
proportioned country houses, evidently constructed with 
a sole regard to utility, that present a stunted and cadav- 



Fig. 05.— ELEVATION OE HOUSE, WITH OFFICE ATTACHED. 

erous appearance, having been shorn of their beauty 
through a mistaken idea that economy precludes the least 
indulgence in taste. Good taste only demands that every 
separate part of any building shall be in harmony with 
the whole, and this feature of harmony is not so much a 
subject of expense as of expression, being a result of mode 
rather than the matter of construction. The materials 
necessarily required for any building assume shape and 
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expression according to the methods of their application, 
and they may be applied in disproportion, so as to be of 
permanent disgrace ; whereas the same materials properly 
and intelligently used, with a like expense of handling, 
develop into proportionate and expressive forms of ele- 
gance and grace. A building constructed as indicated 
by these plans presents a pleasing appearance from any 
direction, each face being broken* by wings or other pro- 
jections, which 
give relief from 
the formalities 
of a large, flat 
surface. From 
the front there 
is an expression 
of completeness 
1 1 indicating full 
provision for 
comfort, and an 
air of content- 
ment. From 
the sides are pre- 
sented to the 
best advantage 



AUA 



n 



•i 



CELLAR 



^ 



Fig. 96.— PLAN OF CELLAR. n. «««-«, rtv 

fe tne more ex- 

tended surfaces, including the large corniced gables of 
the principal building, the rear wing, and other projec- 
tions. The rear has an equally finished and satisfactory 

appearance The Cellar (fig. 96), is the full size of 

the ground-plans, with a clear hight of 7 feet. The five 
cellar windows are placed where they will admit light to 
every part. An outside entrance is under the rear lobby, 

and a stairway leads directly to the kitchen First 

Story, (fig. 97.) — The arrangement is very simple and 
convenient, comprising good-sized hall, parlor, living- 
room, kitchen, office, study, fire closets, and two stair- 
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ways, with ceilings 10 feet high. The Parlor is pleas- 
antly situated, has two front windows opening directly to 
the piazza, from which they derive shade and protection. 
The Dining or living-room opens into the hall, parlor, 
and kitchen, and has two closets. One end of this room 
is octagonal, and extends 6 feet beyond the face of the 
principal, with three windows, affording a pleasant out- 
look. TheKitch- 

en adjoins the £■ ^ 

dining-room, has 
two closets, is fit- 
ted np with a 
range, sink, and 
wash-tubs, and is 
conveniently 
connected with 
the cellar and 
with second story 
by private stair- 
ways. The Office 
is entered from 
the front porch, 
and is in direct 
communication 
with the princi- 
pal hall, has a 
good-sized closet 
from the space 
under the principal stairs, and has a private room or 

Study Second Story, (fig. 98.) — This is divided into 

four commodious apartments, beside a hall, bath-room, 
and the necessary closets, and has ceilings 8 feet high in 
the main building, and 7 feet in the rear wing. The 
Bath-room is provided with a seat-closet and bath-tub. 
An inclosed stairway leads to the Attic, where two or 
more bedrooms may be finished, besides leaving space for 




Fig. 97.— PLAN OF FIRST FLOOR. 
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garret purposes. The tank placed over the ceiling of the 
bath-room is arranged to receive water from the principal 
roof, and is provided with an overflow pipe leading to the 
cistern General Requirements. — Full brick foun- 
dations are estimated for. Where coarse stone can be 
had, they answer as well, and at less cost, for the por- 
tions below ground ; they should be laid even with the 
brick-work on the inside when finished. The wood-work 

is to be substantially constructed 
of good and sufficient materials 
throughout. The roofs of the piaz- 
za, stoop, bay, lobby, and window 
caps, are covered with charcoal 
tin, and in each case an allowance 
is made for a "flashing" of 6 
inches in width to turn up behind 
the siding, to prevent leakage. 
The principal and the two wing 
roofs are each covered with dark 
slate with ridge plates of zinc. 
The gutters are to be those de- 
scribed for Design V. The join- 
ings of the wing-roofs against the 
main building are made perfectly 
Fie:. 98.— plan of second tight by laying in, against the 
floor. building, righ t angle strips of zinc 

or tin " flashing," with each course of slate before the 
siding is put on. Slate is unquestionably the best mate- 
rial for such roofing when the form of roof will admit of 
its use ; its cost is the same as for good tinning, and 
about 2 cents per square foot in excess of pine shingles ; 
when once properly done, will last for centuries; it is 
fire-proof, and the water from it is much purer, an im- 
portant consideration when rain and cistern water is used 
for cooking or drinking. Its color and appearance are 
agreeable — in fact roofs of other materials are often 
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painted in imitation of slate from choice The most 

expressive portions of any buildings are their projecting 
cornices. As a rule, for houses of this style, such pro- 
jections should be one inch for every foot of their hight 
from the foundation. And the same rule will apply to 
every detail of the exterior finish ; for example, as in this 
case, the principal building being 22 feet high at the 
plate, the principal cornices should project 22 inches; 
the piazza being 11 feet high, its cornice projects 11 
inches ; the windows, 6 feet high, have caps projecting 
6 inches, etc. By this simple rule, all such projections 
may be readily determined, and thus secure perfect pro- 
portion and harmony of parts. . . . The inside plastering is 
"three-coat work. " All side-walls should be continued 
down close to the floor, to prevent the passage of air or 
sound. Care should be taken to make the walls straight 
and true, with the second coat of "browning," for the 
last or white coat, though applied in the best manner, 
can never overcome malformations in the body of the 
plastering ; on the contrary, the finer the finish of last 
coat, the more visibly will such defects appear. In the 
concluding estimate, 28 cents per yard is allowed for the 
cost of plastering, which is ample, as shown by these cal- 
culations/or 100 yards, viz. : 

2,000 lath, at $2 per M $4.00 

10 lbs. lath-nails, at 6c. per lb 60 

4 barrels lime, at $1 per barrel 4.00 

5 loads sand, at 30c. per load 1.50 

1 barrel finishing lime, at $1.40 per barrel 1.40 

1| bushel plaster, 37c. ; 1 bushel hair, 50c 87 

Cartage 3.00 

Labor putting on lath, at 10c. per bunch 2 00 

iday laborer (mixing mortar), at $1.50 per day 75 

H days mason (work), at $2.50 per day 3.75 

1$ days laborer (" tending " mason), at $1 .50 per day 2.25 

Use of screen, water barrel, and scaffolding l.JX) 

Total cost for 100 square yards, complete $25.12 

Incidentals 2.88 

Estimated at 2Sc. per yard $28.00 

In some localities, a practice prevails among masons of 
including in their measurements of plastering one-half of 
the openings of doors and windows, which is obviously 
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unjust, and a frequent cause of dispute. Such openings 
will average at least 2 yards each — in this house would 
aggregate 50 yards — and in every case should be deduct- 
ed, unless otherwise agreed previously. — Estimate : 

113 yards, excavation, at 20c. per yard $22.60 

12,000 brick, laid complete* at $12 per M 144.00 

47 ft. stone steps and coping, at 30c. per ft 14.10 

841 yards plastering, at 28c. per yard 235.48 

5,135 ft. timber, at $15 per M 77.02 

1 sill, 4X8 in. 200 ft. long. Plates, 4x6 in. 100 ft. long. 



1 girder, 4x8 in. 30 ft. long. 
7 posts, 4X7 in. 21 ft. long. 

2 posts, 4X7 in. 18 ft. long. 
2 posts, 4x6 in. 12 ft. long. 



Piazza, 3x8 in. 82 ft. long. 
Piazza, 3X5 in. 40 ft. long. 



Ties, 4x6 in. 830 ft. long. 
1 ridge, 3X7 in. 26 ft. long. 
20 rafters, 3x5 in. 20 ft. long. 
35 beams, 3x8 in. 22 ft. long. 



9 beams, 3x8 in. 19 ft. long. 
21 beams, 3x8 in. 13 ft. long. 

4 locust posts in cellar, at 30c. each 1.20 

875 wall-strips, 2x4 in. at lie. each 41.25 

170 lbs. tarred paper or felting, at 3c. per lb 5.10 

830 siding, 10-inch, at 28c. each 92.40 

Materials in cornices, water-table, etc 50.00 

813 hemlock boards (for roofing), at 20c. each 42.60 

18i squares slate roofing, at $9 per square 166.50 

3 squares tin, at $8 per square 24.00 

800 flooring, 9 in., at 28c. each 84.00 

Stairs, complete 100.00 

5 cellar windows, complete, at $6 each 30.00 

18 plain windows, complete, at $12 each 216.00 

85 doors, complete, at $10 each 350.00 

Piazza, porch, and lobby, complete 150.00 

4 mantles, complete, at $20 each 80.00 

Closet finish, complete 25.00 

Range and elevated oven, etc., complete 80.00 

Plumbing, complete 175.00 

Bells andspeaking-tubes, complete 15.00 

Nails, $25; painting. $200: carting, $35 260.00 

Carpenter's labor, not included above 223.83 

Incidentals 94.92 

Total cost, complete $2,800.00 



DESIGN XXIV. 

A FARM-HOUSE COSTING $2,800. 

This plan will be recognized as comprehending the 
general characteristics of those given in Designs XXL 
and XXVI. It is designed to be constructed of similar 
materials, with a like variety of pleasing and decided out- 
lines, and to give an equal amount of accommodation and 
convenience. The division and arrangement of the sev- 
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eral parts, however, are entirely changed, being especially 
intended to meet the requirements of a location having a 
western frontage. Location ia an important considera- 
tion, involving many questions of adaptation, that should 
always guide to the selection of such a plan as will ex- 
press a natural fitness for the situation, and truthfully 
indicate its purpose Exterior, (fig. 99. ) — Only two 



Fig. 99.- 

feet of the fonndation-walls are. exposed to sight, which 
brings the frame-work of the building quite near enough 
to the ground. The surface of the earth surrounding 
such buildings should have a grade of at least one-half 
inch to the foot, for the distance of 50 feet in every di- 
rection, to insure the turning away of all surface water 
from the walks and grounds. Another good result de- 
rived from such grade is the additional altitude given to 
the building, imparting a much better appearance. The 
general outlines of the elevation are very simple, devoid 
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of all pretentious ornamentation. Tbe wide frontage, 
the large and numerous openings, and ample roofs, are 
each expressive of frankness and hospitality, eminently 
befitting the home of the farmer. The front Porch is 
unusually wide, and arranged to have large columns, and 
stationary seats at either side. The Bay-window has 
square projections, instead of octagonal, which are equally 
appropriate in this case, and less costly. The cornices of 
the principal building project 20 inches, and those of the 
wing 16 inches, and both are provided with scroll-sawed 
trusses. The chimney-tops are large, and heavily capped. 
The same general finish, as is shown on the front, is put 

on the sides and 

m " rear, so that the 
building pre- 
sents an equally 
complete and 
satisfactory ap- 
pearance from 
every direction. 
Buildings of this 
character should 
be set back from the street line at least 50 feet — 150 feet 
would be much bettev — to give room for trees, shrubbery, 

and walks Cellar, (fig. 100.) — The plans provide 

for a cellar under the principal building only, which gives 
a clear space of 22 x 25 feet. If desired, the ispace beneath 
the wing may be included at an additional cost of $65. 
The excavations for the cellar in the earth is 3 feet 8 
inches deep ; this allows the foundation-walls to be 7 feet 
high. The earth thrown out is to be graded around the 
building to the hight of l 1 /, foot, thus leaving two feet 
of the foundation exposed on the outside. Country 
houses are frequently set so low down as to be a matter of 
regret ever afterwards. There are constant accumula- 
tions of dust, and other matter, caught and held by the 




Fig. 100.— PLAN OF CELLAB. 
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shrubbery and grasses, so that there is soon discovered a 
seeming growth of the earth upward around the house 
and immediate grounds, making it impossible to adapt 
the grades that are desirable. It is far better that foun- 
dations are a little too high than too low, for when too 
high, the approaches can easily be raised at any time with 
a few loads of earth ; but when too low, there seems to 
be no cure, except to raise the entire building. The 
foundation-walls are designed to be constructed of broken 
stone, laid in coarse mortar, as more particularly described 

for Design XXI First Story, (fig. 101.)— Hight of 

ceilings, 10 ft. 
Entire floor 
measurement, 
1,206 square 
feet, affording 
ample space for 
go od-sized 
apartments. 
The several di- 
visions have es- 
pecial regard to 
comfort and convenience. The front hall, or reception 
room, is nearly square, of good dimensions, is entered 
from the front porch through double or folding doors, 
and adjoins the parlor and living-room, and contains the 
principal stairs. The Parlor is unusually large, is pro- 
vided with windows in its sides, and has stucco cornices 
and centers in its ceilings, with an arched finish in the 
bay-window. The Living, or Dining-room, is commo- 
dious, pleasantly situated, with outlooks front and rear, 
and is easily accessible all around. The Family-room is 
large, connects with the dining-room and parlor, .and is 
intended as a sitting or sewing-room. If occasion re- 
quire, this room might be used as the bed-room of an 
invalid. The Work-room, or Kitchen, is conveniently 




Fig. 101.— PLAN OP FIRST FLOOR. 
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arranged to have a range, boiler, pump, sink, wash-tubs, 
and pipes for cold and hot water, and adjoins the dining- 
room, a large pantry, and a rear entrance door, and has 
a private stairway leading to the second story, with a 
closet underneath. The Pantry is of ample dimensions, 
is conveniently arranged with shelving, and has a zinc 
wash-tray, with cold and hot water-pipes, and adjoins 
the kitchen, dining-room, and a china closet. The latter 
is useful for storing wares not required daily. The rear 
shed is paved, and the cellar doors are constructed as de- 
scribed for Design XXI Second Story, (fig. 102.)— 

Hight of ceil- 
ing, 9 feet in 
main building, 
and 8 feet in 
wing. Floor 
measurement, 
1,276 feet, di- 
vided into 8 

Fig. 102.— PLAN OF SECOND FLOOR. ffOOd-sized 

rooms, besides halls, closets, and stairways. The princi- 
pal hall connects with each chamber in main building, 
and one room and passage in wing. The door between 
the principal hall and wing-passage may be closed at any 
time, cutting off communication at pleasure. The side, 
or "breast" walls, in the wing, are vertical 3 feet, and 
are continued upward at an angle of 45° to the ceiling, 
thus securing sufficient head-room. The bath-room is 
exactly above the kitchen, and contains a tank, bath-tub, 

and seat-closet, with pipes for cold and hot water 

Attic. — The stairs to this are over the first flight, and 
are designed to be neatly ceiled in with 4y 9 -inch beaded 
ceiling-boards, with a door at the foot. Double windows 
in each gable admit sufficient light, and afford ventila- 
tion Remarks on Construction. — An insight into 

the character of this plan, is best had by carefully consid- 
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ering the materials and cost in the estimate added. We 
would urge the importance of good methods and work- 
manship in construction, without which all materials, 
however good or sufficient, can never produce good re- 
sults. The old maxim, " whatever is worth doing at all, 
is worth doing well," especially applies to building a home 
in which one is to spend a lifetime. This does not imply 
extravagance in any sense, only demanding such careful 
and intelligent application of the ordinary rules of con- 
struction, as shall insure substantial work, that will not 
be a continuous source of anxiety and expense. Any one 
of ordinary intelligence should be able to generally super- 
intend the operations of the mechanics employed in con- 
structing a farm-house. The following points are of .the 
greatest importance. Carefully watch that the founda- 
tion-walls are substantially laid, and accurately leveled on 
their upper surfaces, so that the doors shall not strike the 
floor or carpets in opening, nor the tables, chairs, or 
other furniture be obliged to stand on three legs. The 
frame-work, when raised, should be plumb, so that all 
work on or in the building can be cut square, and applied 
without tedious fitting. The siding should be thor- 
oughly "seasoned" in the open air before using, and 
carefully applied with close joints, and well nailed. The 
edges of all water-tables, corner-boards, and window- 
frames should be painted before setting. The shingles 
should be carefully laid, breaking their joints at one-third 
of their width, and double nailed. The flooring should 
be dry, close laid, and nailed with two nails to each beam. 
The partitions should be set with studding of selected 
widths ; and their angles or corners should be anchored 
firmly together, to prevent the walls from cracking in ^ 

those parts when finished. The chimneys should be care- 
fully constructed ; all joints between the brick-work 
should be surely filled with mortar, to prevent sparks 
from passing through to the frame-work. All mortar for 
7 
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plastering should be properly mixed, and allowed suf- 
ficient time (at least one week), for the thorough slaking 
of the lime, and a complete permeation of its caustic 
properties. Thin coats of plastering are better than 
heavy ones. A mortar that does not crack in setting or 
drying is sure to be good. The interior wood finish 
should not be commenced until the plastering is com- 
pletely dried out, and all loose mortar is removed from 
the building. All wood-work usually painted should be 
primed as soon as in position. For more explicit remarks 
and sundry suggestions on painting, see Design XIII. 
Estimate op Materials and Cost : 

110 yards excavation, at 20c. per yard $22.00 

1,871 it. stone foundation, at 15c. per ft 205.65 

8,000 brick, furnished and laid, at $12 per M 86.00 

46 ft. stone steps, sills, and coping, at 80c. per ft 13.80 

1,030 yards plastering, complete, at 28c. per yard 288.40 

6,718 ft. timber, at $15 per M 85.69 



1 sill, 4x8 in. 186 ft. long. 
6 posts, 4x7 in. 21 ft. long. 
3 posts, 4X7 in. 14 ft long. 
1 tie. 4X6 in. 256 ft. long. 
1 plate, 4x6 in. 186 ft. long. 



2 girts, 4x8 in. 25 ft. long. 
57 beams, 3X8 in. 25 ft. long. 
86 beams, 3x8 in. 13 ft. long. 
24 beams, 8X8 in. 11 ft long. 

8 valleys, 3X8 in. 20 ft long. 



24 rafters, 3X5 in. 16 ft. long. 

100 joist, 3x4in. 13ft. long, at 16c. each 16.00 

800 wall-strips, 2x4 in. 13 ft., at lie. each../. 88.00 

Materials in water-table and cornices 50.00 

800 novelty siding-boards, 9} in., at 28c. each 84.00 

400 shimrling-lath, at 6c each 24.00 

60 bnnches shingles, at $1.50 per btmch 103.50 

84 ft. gutters, 132 ft. leaders, and 134 ft. porch roofs, 10c. per ft 85.00 

HKflooring, 9*Xl3, at28c. each 99.40 

Porch and hood, complete 75.00 

Stairs, complete 90.00 

Bay-window, complete 60.00 

20 windows, complete, at $10 each 200.00 

6 cellar windows, complete, at $6 each 36.00 

4 dormer windows, complete, at $20 each 80.00 

82 doors, complete, at $10 each 820.00 

1 cellar door and hatchway doors 20.00 

Shelving and hooks in closets 20.00 

2 marble mantles and 4 shelves with trusses 75.00 

Range and plumbing, complete 215.00 

Nails 25.00 

Bells and speaking-tubes 20.00 

Painting 150.00 

Cartage, 1 mile 35.00 

Carpenter's labor, not included above * 250.00 

Incidentals 32.56 

Total cost, complete $2,800.00 
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DESIGN XXV. 



Fig. 103.— frost view or house. 

A "HALF STONE" HOUSE FOR $3300 

This plan is designed for a substantial, convenient, and 
inexpensive country house. It has two full finished sto- 
ries, with well-lighted apartments of good size, and a 
largo cellar and attic. It has also the merit of architec- 
tural beauty, well adapted to a commanding location. . . . 
Exterior, (fig. 103.) — The "half-stone" composition of 
the side walls, and the strong outlines and slating of the 
main roof, give to this structure a rustic, yet substantial 
appearance, affording both diversity and picturesqueness, 
as shown in the variety of the openings and irregularity 
of the several parts. The front and rear elevations are 
similar ; by changing the entrance doors and stairs, either 
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side may front the road. The details of exterior finish 
are so simple, and easy of execution, that any " modifica- 
tion for the rear" is undesirable. Inharmonious and un- 
sightly curtailments in the rear finish have a depressing 
influence on those obliged to face them daily, which can 

never be overcome by knowing there is a good front 

Cellar, (fig. 104.)— Hight, 6 1 /, feet, of which 4 1 /, feet 
is below the ground surface, and therefore (with its 

thick walls), 
■^- : mm frost proof. 

It is always 
important to 
provide for 
carrying ofE 
the poisonous 
vapors apt to 
be generated 
in cellars. 
For this pur- 
pose side 
openings are 
made near 
the ceiling in- 
to one of the flues of each chimney. These flues, extend- 
ing to the top, and warmed by contact with the fires of 
the upper stories, have sufficient draft to constantly 
change the cellar air, and prevent its ascent through the 
living-rooms First Story, (fig. 105.) — Hight of ceil- 
ings, 10 feet. Here are conveniently placed three large 
rooms, a hall, china closet, and large pantry. Each large 
room has commodious window s with views in two direc- 
tions. The pleasant piazzas at both the front and rear of 
the parlor, extend over and protect the entrance doors. 
. . . . Second Story, (fig. 106.)— Hight of ceilings, 8 feet. 
The divisions are very simple, a hall, four chambers, four 
closets, and a bath-room. Light railings inay be put on 
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the roofs of the wings and piazzas to form pleasant bal- 
conies to the windows of this story. One such balcony is 
shown over the wing-roof (fig. 103) ; the others may be 
similar. The small cost of these devices is fully repaid 
in their usefulness for airing purposes, besides imparting 
a cheerful appearance. . . . Garret or Attic. — This story 
is thoroughly floored, but otherwise unfinished. Should 
additional chambers be required, partitions may be set 
over those or the second story, duplicating that plan, 
with rooms having the same hight of ceilings. The stairs 
are placed im- 
mediately 
above those of 
the lower sto- 
ries, are ceiled 
in, and have a 
door at the 
foot .... Con- 
struction. — 
The durabil- 
ity, general 
abundance, 
and substan- ** 105.-plan op first floob. 

tial appearance of stone, make it the most desirable and 
appropriate material known for the exterior walls of any 
building. The cost of cutting and dressing such mate- 
rial ready for use is the principle barrier to its general 
adoption. By using bricks for corners and for the finish 
around the openings, the most expensive item of stone- 
work is saved. They need only to be " random dressed," 
and laid nearly in the shape in which they are quarried, 
as more particularly described for Design XXVII. When 
such walls are carried beyond the hight that is conve- 
nient for the handling of the materials, the expense of 
their construction is largely increased. It is for this 
reason that the " half-stone " method is particularly val- 




150 



HOUSE-PLANS FOR EVERYBODY. 



BATH ROOM" HALL 
6 x || .6x11-0 



uable. In this plan, the stone-work extends only to the 
hight of the ceiling of the first story ; to this hight the 
materials may be readily wheeled on trestled scaffolding, 
while to double this hight would require the use of the 
tedious derrick, and additional help. The upper stories 
are framed of the usual sized timber, and raised on the 
stone walls, which in this case become their foundation. 
The main roof is constructed as shown in Design XXII. 
The hight requiring siding is 4 1 /., feet, or including water- 
table and cornice, 6 1 /, feet from the stone-work of the 

first story to the 

CHAMBER 
10-6 x 17 



slating of the 
roof. The 
main roof cov- 
ering is of dark 
slate laid on 
tarred felt. At 
or near the 
floor-line divid- 
ing the upper 
stories, it is ap- 
propriate to in- 

Fig. 106 -PLAN OP SECOND FLOOR. dicate the d J_ 

vision by the use of tinted slate, which may be laid in 
close courses or in simple figures, as shown on the eleva- 
vation. The roofs of the hooded and dormer windows 
are also slated. The deck of the main roof, and the 
roofs of the piazza, are covered with I. C. charcoal tin. 
The wood-finish is made of simple design, devoid of all 
efforts at pretentious display, each part being chosen with 
especial regard for its utility and appropriateness. The 
trusses, piazza-columns, and soffits are worked of timber 
neatly stop-chamfered, imparting a rustic appearance to 
them, in keeping with the stone-work. The water-tank 
is placed in the attic, directly above and in line with the 
bath-tub and kitchen-range, favoring the most practical 
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plumbing. The soil-pipe leading from the bath-room 
floor passes down through the closet adjoining the kitchen 
chimney to the sewer-pipe, which is laid below the cellar 
bottom. The-bad smells and gases arising from confined 
sewage may be easily disposed of by the insertion of a 2- 
inch pipe into the closet-trap (at its highest point), and 
connecting it with a flue of the adjoining chimney. All 
inside plastering is of three-coat work. The casing of 
the bath-room and around all plumbing is in hard-wood ; 
all other trimming of clear pine. The Newel rail and 
baluster on the first-story flight of stairs are of black- 
walnut. All work usually painted has two coats of best 
lead and linseed-oil, with stainers to give the body (out- 
side), a light gray, and trimmings in imitation of " Nova 
Scotia stone." Inside, parlor and hall, in grays, dining- 
room in grays and drabs, kitchen in drabs, chambers 
white. . . . Cost. — Prices of building materials are quite 
as low as they were before the war ; many kinds are really 
selling for the cost of their production or manufacture. 
Labor is also very cheap, nearly at old figures. Those 
contemplating building, and having the means at hand 
to do so, need not wait for a more favorable time. As 
soon as general business improves, there must be a 
"rise" in materials, especially such as require to be 
manufactured. The estimate appended includes the cost 
of all materials and labor for good work at the prices now 
ruling near New York city. — Estimate of the Cost : 

196 yards excavation, at 90c. per yard $36.80 

158 perches stonework, at $2.75 per perch 484.50 

91 ft. stone stills and steps, at 30c. per ft 27.80 

7,000 bricks in angles and chimneys, at $12 per M, laid 84.00 

750 yards plastering, at 28c. per yard 210.00 

4,262 ft. of timber, at $15 per M 63.98 



2 girders, 4x8 in. 18 ft. long. 

3 girders, 4x8 in. 10 ft. long. 
16 beams, 3x8 in. 16 ft. lon&. 
82 beams, 3x8 in. 18 ft. long. 
12 beams, 3x8 in. 22 ft. long. 



1 sill, 3X8 in. 175 ft. long. 
1 plate, 4X6 in. 175 ft. long. 
1 dock, 3x7 in. 150 ft. long. 
5 beams, 3x8 in. 9 ft. long. 
4 beams, 3x5 in. 20 ft. long. 



16 beams. 3x8 in. 24 ft. long. 

840 wall-strips, at lie. each 87.40 

100 furring strips, at 6c. each 6.00 

Cornice materials 40.00 

75 siding- boards, at 26c. each 19.50 

357 hemlock boards, at 16c. each 67.12 
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18 squares of slate, complete, at $9 per square $162.00 

14i squares of tin, complete, at $7 per square 101.60 

360 flooring plank, 8 inch, at 25c. each 87.50 

2 piazzas, complete, at $70 each 140.00 

7 cellar windows, complete, at $5 each 35.00 

14 plain windows, complete, at $8 each 112.00 

11 hooded windows, complete, at $15 each 165.00 

8 dormer windows, complete, at $8 each 64.00 

Stairs, complete 80.00 

23 doors, complete, at $9 each 207.00 

3mantles, complete, at $25 each 75.00 

CJoset finish, complete 20.00 

Range and plumbing 175.00 

Nails, $25; painting, $70 : cartage, $20 115.00 

Carpenter's labor, not included above 160.00 

Incidentals, attic and elsewhere 106.05 

Total coat, complete $2,800.00 
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DESIGN XXVI. 

A FARMHOUSE COSTING $2,900. 

This plan of a farm-house embraces a commodious and 
convenient interior, with such external features as to 
clearly express its purpose. It will be recognized as at 
once adapted to rural situations and domestic life, pro- 
viding much valuable space, and affording a variety of 
pleasing and symmetrical outlines, with due economy in 
expense of construction. Perhaps the most striking fea- 
ture is the breadth of the front, which is 51 feet. (The 
average depth is 22 feet 7 inches. ) As far as practicable, 
all prolonged vertical lines are avoided, leaving horizontal 
ones to prevail, as of more practical utility and value. 
Where opportunities abound for "spreading out," as in 
the country, it would be obviously incompatible to build 
tall, or stilted houses, that would not comport with their 
surroundings, nor provide the conveniences desirable in 

all rural habitations Elevation, (fig. 107. ) — The 

general details of the elevation are made up of simple 
parts so appropriated and balanced, that they harmonize 
with each other, and secure a graceful outline. The 
principal, or main portions of this building will be ob- 
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served to be the central one, while the wings at either 
Bide are collaterals, that give equipoise and rest to the 



whole structure. The steep roofs, with their subdued 
pediments, and spreading cornices and dormers, the bay 
and other windows, the wide entrance, and open piazza, 
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are all arranged so as to correspond with each other, pro- 
ducing an effective and picturesque appearance. There 
are no efforts at scientific or elaborate display of outside 
ornamentation, but has sufficient architectural complete- 
ness to denote social 
cultivation and re- 
finement. The farm- 
house in XXI. was 
designed more es- 
pecially for an east- 
ern frontage. These 
plans are particularly 
adapted for a south- 
ern frontage . . . .The 
Cellar, (fig. 108), 
extends under the 
whole house, and is 
6 1 /, feet deep. An 
outside entrance and 
area are to be built 
and inclosed under 
the stoop at the rear. 
Eleven small win- 
dows are provided for 
both light and ven- 
tilation. . . .The 
First Story, (fig. 
109), has ample 
apartments adapted to the uses of a large family, embrac- 
ing a good-sized hall, parlor, living-room, kitchen, pan- 
tries, closets, and corridor. The principal entrance is 
from the piazza, through large double doors to the hall. 
Similar double doors on each side of the hall lead to the 
parlor and dining-room. These inside double doors en- 
able one to throw the whole together for large family and 
other gatherings, and are manifestly appropriate in dwel- 
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lings of this character. The principal stairs are semi- 
circular, so arranged as to occupy but little room in the 
principal hall. The Parlor is situated by itself, remote 
from the machinery of daily housework. The Living- 




room is the most central, and most convenient and com- 
fortable room in the house. It is so surrounded by other 
apartments that summer's heat, nor winter's cold, can have 
direct access to its sides. The large Bay-window affords 
an ample supply of light, and adds to the area of the 
room. It adjoins and opens into the principal hall, cor- 
ridor, kitchen, and large pantry. The Kitchen is con- 
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veniently situated, and adjoins the dining-room, corridor, 
pantry, store-room, cellar, and private stairway. It is 
provided with a range, sink, wash-tnbs, and pipes for 
cold and hot water. By this arrangement, the principal 
work of the family can be done with such thoroughness 
and facility as to 
make such employ- 
ment interesting and 
pleasant, devoid of 
any Bense of drudg- 
ery. The corridor is 
adapted to all the 
^™"lT?Trrn * g uses of a rear hall, 

H a |^|P-4 J -I S and communicates 

'-'" " with each of the other 

principal rooms of 
the first story. It is 
also an auxiliary 
apartment, and may 
be used in connection 
with either of the 
| Jj other apartments, 
and affords valuable 
room for many in- 
door occupations for 
both old and young. 
.... Second Story, 
(6g. 110.)— The en- 
graving is sufficiently 
plain to require but little explanation. It will be seen 
that there are seven rooms, besides balls and closets. 
The Bath-room is situated in this story over the kitchen, 
and contains the bath-tub, seat-closet, and water-tank, 
and is accessible from the principal building through the 
passage leading from the principal hall. An opening 
through the ceiling of the kitchen, with a register, would 
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probably let warm air enough up into the bath-room to 
keep frost out in winter, especially if some fire remained 
in the range or stove most of the night. In all arrange- 
ments of water-tanks and pipes, care must be taken to 

keep them from being frozen in the coldest nights 

The Attic is completely floored over, but is otherwise 
unfinished. Several bed-rooms might be finished in this 
story if desirable. An open attic is always valuable for 
storage, drying clothes in stormy weather, etc., and as a 
play-room for children in rainy weather Construc- 
tion. — Any one at all familiar with building would see 
at a glance that the form and arrangements of this plan 
admit of its execution in section. There are conditions 
that would justify the building of the central part of 
this house, to be used as the residence of a small family, 
and add the wings at any future time, as circumstances 
might indicate. . . . The excavations for the cellar are 
made 3 1 /, feet deep. The foundations are 18 inches 
thick, and 6 1 /, feet high, of broken stone, laid in mortar, 
with the joints neatly pointed on all surfaces exposed to 
sight. The earth thrown out of the cellar should be left 
on the ground, and graded around the foundation, leav- 
ing but two feet to show above the final grade. The 
chimneys should be started with the principal foundation, 
and the materials interlaced to insure solidity. Three 
fire-places are constructed in the first story ; those in the 
kitchen and dining-room are in one stack built " square 
up " to the ceiling of the first story. Two separate flues 
are then continued through the second story, on either 
side of the passage-way, and are afterwards joined over 
an arch, and pass through the roof in one solid shaft. 
The estimate indicates the general character of the work. 
In these rural dwellings, the siding may be worked with- 
out the central groove shown in Design XI. This, though 
less pleasing to many, would give an expression of less 
artifice, and more strength .... Estimate. — The follow- 
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ing estimate will be found correct as to quantity, and 
ample as to cost. Most farmers have materials and facil- 
ities that would enable them to greatly reduce the cost of 
building by this plan. The items of excavation, founda- 
tion, carting, and painting, amount to nearly $500. 
Some, or each of these parts, might be satisfactorily done 
by those engaged on the place : 

210 yards, excavation, at 20c. per yard $42.00 

1,750 ft. stone foundation, at 16c. per ft 262.50 

4,000 brick, furnished and laid, at $12 per M 48.00 

50 ft. stone steps and coping, at 30c. per ft 15.00 

850 yards lath and plastering, at 28c. per yard .288.00 

4,722 ft. timber, at $15 per M 70.88 



2 sills, 4X8 in. 26 ft. long. 
2 sills, 4x8 in. 22 ft. long. 

4 sills, 4x8 in. 15 ft. long. 
2 sills, 4x8 in. 20 ft. long. 

5 ties, 4x6 in. 26 ft. long. 
5 ties, 4x6 in. 22 ft. long. 
4 ties, 4x6 in. 15 ft. long. 
2 ties, 4x6 in. 20 ft. long. 



4 posts, 4X7 in. 22 ft. long. 

8 posts, 4x6 in. 13 ft. long. 

2 plates, 4X6 in. 26 ft. long. 

4 plates, 4x6 in. 15 ft. long. 

1 girt, 4x10 in. 26 ft. long. 

4 valleys. 3x8 in. 14 ft. long. 
42 beams, 3x8 in. 22 ft. long. 
36 beams, 8x8 in. 15 ft. long. 



100 joist, 3X4 in. 13ft. long, at 22c. each 22.00 

820 wall-strips, at lie. each 35.20 

150 lbs. tarred paoer, at 5c. per lfc 7.50 

325 novelty siding-boards, at 28c. each 91.00 

Materials in cornices and outside casings 50.00 

875 spruce shingling-lath. at 6c. each 22.50 

65 bunches shingles, at $l.r.0per bunch 97.50 

200 ft. gutters and leaders, at 10c. per ft 20.C0 

Piazza and stoops, complete 120.00 

824 mill-worked flooring- boards, at 35c. each 113.40 

4 flights of stairs, complete — 90.00 

1 bay-window, complete 50.00 

22 plain windows, complete, at $12 each 264.00 

4 dormer windows, complete, at $20 each 80.00 

11 cellar windows, complete, at $6 each 66.00 

35 doors, complete, at $10 each 350.00 

2 mantles, complete, at $20 each 40.00 

Closets, shelving, etc., complete 20.00 

Range and plumbing, complete .- 248.50 

Painting, $150: nails, $20; cartage, $30 200.00 

Carpenter's labor, not included above 218.00 

Incidentals 18.07 

Total cost, complete . $2,900.00 



DESIGN XXVII. 

A STONE HOUSE COSTING $2,900. 

These plans were designed for the substantial dwelling 
of a farmer in easy circumstances. The outside appear- 
ance truthfully expresses its rural and its domestic pur- 
pose. The interior accommodations are carefully arranged 
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for comfort and convenience. The materials and methou 
of construction insure permanency ; with little care, this 
building would last for many generations. . . . Extekiob, 
(fig. 111.) — The elevation shows that this house was in- 
tended for the country — it looks like a farm-house — in 
fact it would be out of place anywhere else. Its peculiar 



Fig. 111.— FRONT BLBViTION. 

solid, independent, and home-like character is dne to the 
massive stone walls, large door and window openings, 
broad and steep slated roof, truncated gables, substantial 
chimneys, and beavy sheltering eaves, all arranged in 
simple, expressive, and harmonious combination. All 
superfluous ornamentation is avoided, as inconsistent with 
rural simplicity and truthfulness. Vines and creepers 
will be sucrtrested by the rough stone walls and piazza 
posts ; and to their delicate tracery may be left the work 
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6t " filling in" their more appropriate and agreeable dec- 
orations. . . . The Cellar (fig. 112), is 6 1 /, feet high, ex- 
tending under the whole building, giving ample space for 
the storing of articles requiring a cool, moist air for their 
preservation. Seven windows are arranged to provide 
light and ventilation to every part. The outside entrance 
is from the rear under the back stoop ; stairs lead di- 
rectly up to the 

M kitchen. The 

"safe" is a 
"locker, "or pri- 
vate cellar for 
keeping choicer 
stores .... First 
Story, (fig. 113.) 
— Hight of ceil- 
ings, 10 feet. 
The arrange- 
ments are some- 
what peculiar, 
and are very con- 
venient and 
Fig. 112,-plan of cellar. pleasant. Each 

of the four principal rooms have windows giving views in 
two different directions. The two halls (front and rear) 
have stairs in each, and are otherwise arranged for easy 
communication with all parts of the house. The Parlor 
is pleasantly situated, adjoins the front hall and dining- 
room, has a large open fire-place, and is shaded on the 
front by the piazza. The Dining or living-room is the 
largest apartment, and communicates directly with every 
other room and hall on this floor, bringing this entire 
story under the immediate supervision of the mistress of 
the household. It has an open fire-place and two closets. 
The Bedroom is placed in a quiet corner, where the little 
ones mav take their " day naps " without being run over 
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or disturbed by sudden callers, or those engaged in house- 
work. The Kitchen is a good-sized apartment, adjoins 
the dining-room, rear hall, milk-room, large pantry, two 
closets, and cellar stairway, and is provided with a large 
range, sink, wash-tubs, and the necessary pipes for sup- 
plies of cold and hot water Second Story, (fig. 

114.)— Hightof 
ceiling, 8 feet. 
This contains 
five good -sized 
chambers, a 
large hall, and 
nine closets. 
The three larger 
chambers have 
full -sized side- 
walls and ceil- 
ings ; the space 
beyond the side- 
walls or parti- 
tions are devoted 
to closets, of 
which there can- 
not be too many 
in any house. ... 
Construction . "* m -** H OT PIE8T *"*»• 

— Unless situated on very high ground, having a thor- 
ough natural drainage, the earth taken from the cel- 
lar excavations should be left on the grounds and graded 
around the foundation, to insure the turning away of 
all surface water. In such cases, care must be taken 
to allow in the depth of the excavation for the hight 
it is intended to raise the earth grades. The ap- 
pended estimate of cost is for excavating 3 feet deep. 
This will furnish 202 cubic yards of earth to raise the 
grades V/ % foot immediately around the house (leaving 2 
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feet of the foundation exposed to sight), and give a gen- 
tle slope outwards in every direction to the distance of 40 
feet. All the outside walls are solid masonry. The 
foundations are of the roughest stone, laid in good mor- 
tar, 2 feet thick. A " top floating " of hydraulic cement 
mortar is used in levelling the upper surfaces, to prevent 
the ground moisture from rising above that line to be 

absorbed by the 
main walls. The 
main walls are of 
rough stone and 
hard burned 
bricks laid in 
strong mortar, 16 
inches thick. 
The outside cor- 
ners, and the 
jambs and heads 
of the doors and 
windows, are of 
brick, as shown 
in fig. 115. Their 
use greatly facil- 
itates the work of 
construction, and 
obviates the necessity of stone-dressing. The intervening 
walls are of broken stone "random dressed," laid in 
courses to conform to the quoin lines of the brick- work, 
and may be done by common masons. The window and 
door sills are of ordinary hammered blue-stone. All out- 
side interstices and joints are filled and pointed with ce- 
ment mortar. Thin strips of wood (mason's lath will do) 
are laid in between the courses on the inside, to which 
the inside furring is fastened. The chimneys are built of 
hard brick, and are finished above the roof with large 
tops, having cross openings at the sides for each flue, and 




Fi£. 114. — PLAN OF SECOND FLOOC. 



c 

* 
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close covers. — The Frame-work is very simple ; the cen- 
tral girders are supported by large posts on solid stone 
footing. The beams are notched over the girders, with 
their ends resting and anchored in the walls, and are 
thoroughly bridged. The plates are anchored by bolts 
that are inlaid while building the walls. The rafters are 
notched over the plates with their lower ends extending 
2'/, feet beyond « 
the walls ; their I 
centers are sup- I 
ported by purlins g 
and collars. The I 
roof is covered 
with dark slate. 

The flooring is of H «- "5.-MiBSE B of bhildino cornebs. 
mill-worked l'/^-inch plank. The interior of the stone 
walls is furred off, with unobstructed spaces between the 
furring to the roof, for the passing off of all dampness. 
The interior finish is complete throughout. The princi- ■ 
pal rooms have neatly-moulded architraves, other rooms 
plain. The kitchen and rear hall are wainscoted. All 
doors are panelled and moulded, and all windows have in- 
side blinds. — The plastering is three-coat work, with the 
principal rooms hard-finished, balance white-slipped. 
The painting, outside, is two coats with the best materi- 
als; inside is oil-stained and flat-varnished. — Estimate: 

802 yards eicayation, a ft. Seep, at 20c._per yard . . . _. *fft.40 



™E, 






bricks in qnuins and chimneys, complete, at 
vards plastering, complete, at 28c per yard. 

ft. of [jml,.T. at f ISrH-r M 



tflSperM.. 



fl raftms. :tx4 in 17 ft. long. 1 plate. $ 

VI wall-Btrios. at lie. each 

JO furring strips, at 4c. oacb 



ii 'uuarcs of slating, complete, at ^9 per sqna: 
to hemlock boards, piazza roof, at 16c. eacu. . 



SvSln. 21 ft, lotlR. 

3v9 tn. 10 ft. long. 
. iJxr.la. 13ft. long. 
3/Rin. KOft. long. 



. . JySin. 10 ft. 

10 collar*, IJxMn. 13" 
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Si squares tin. roofing and leaders, at $8 per square $20.00 

89t> flooring, H in., at 26c. dach 74.00 

8 th j r», complete, $".K) • piazza and stoop, $£0 170.00 

7 cellar windows, complete, at $n 35.00 

82 |)luiii window*, complete, at $10 each ". 2So!oO 

4 dormer windows, complete, at $18 each 72.00 

84 doorn, complete, at $<.) each 806*00 

2 mantles, 3 shelves, complete 68.00 

Closet flniah, complete 39.88 

Range and plumbing, complete 175.00 

Nailn, $16; painting. $60: cartage, $15 91.00 

Carpenter's Uhor, uot included above 150.00 

Total cost, complete $3,900.00 



DESIGN XX VIII. 

A HOUSE COSTING $3,000. 

These plans were designed for a suburban cottage, hay- 
ing a cheerful outside appearance, and containing ample 
interior apartments conveniently arranged, with such 
modern improvements as are desirable for the use of an 

ordinary sized family Exterior, (fig. 116.) — The 

general outlines are made "up of simple parts, embracing 
features of pleasing variety and elegance. The founda- 
tion walls, showing four feet above ground, insure against 
moisture from the earth, and add to the superficial di- 
mensions of the structure. Such high foundations for 
houses of this character afford a proper background for 
the grasses and shrubbery usually surrounding them. 
The irregularties of the principal building, the steep, 
dark-slated roofs, with their heavy projecting cornices, 
truncated or hooded gables, and enriched barge-boards, 
together with the stoops and bay-windows, are propor- 
tioned and arranged to assimilate with each other, and 

contribute to gracefulness and harmony Cellar, 

(fig. 117.) — Hight, 7 feet. Seven good-sized windows 
admit an abundance of light, and afford thorough venti- 
lation First Story, (fig. 118.) — Hight of ceiling, 

10 1 /, feet. The rooms are unusually large, and arranged 



HOUSE-PLANS FOE EVERYBODY. 165 

to be pleasant, comfortable, and convenient. The front 
entrance has large double doors. This hall contains the 
principal stairs, which are of "platform" construction. 
We prefer this form whenever the general plan allows it, 
as such stairs are much easier, leas dangerous, and appear 
better than the usual long, straight flights. The hall 
connects with 
each principal 
room, obviat- 
ing the too fre- 
qnent necessity 
of passing 
through one 
room to reach 
another. The 
Parlor has afire 
place, adapt- 
ed to either 
a grate or fire- 
place heater 
{we should pre- 
fer the latter in 
this case, sup- 
plied with heat- 
ing-pipes for 

warming the "^ ««■-■""««>» °» houbb. 

chamber above,) and is provided with a marble mantle. 
A large bay-window admits sufficient light, and affords a 
pleasant outlook. The remaining sides of this room are 
unbroken, leaving ample space for furniture, pictures, 
etc. The Dining, or living-room, is intended as the 
most agreeable and pleasant room in the house ; it has a 
fire-place with hearth openings, adapted to a "low- 
down" grate," which is a good substitute for the old 
home-like fire-place, and affords an opportunity for a 
generous and cheerful fire, and insures the most perfect 
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ventilation. The ashes from these hearth fires fall into 
the ash-pit below them, thus obviating the necessity and 
dust of their daily removal. A marble mantle with a 
large hearth, one bay and three plain windows, and a 
closet, are provided for this room. The windows afford 
plentiful light, and views from front, side, and rear, thus 

assuring a home- 
like, cheerful 
apartment. The 
Kitchen is pleas- 
antly situated, has 
four windows for 
light and ventila- 
tion, and is plan- 
ned with especial 
regard for conven- 
ience. It is in 
proximity with the 
principal hall, rear 
entry, and cellar 
stairway, has a 
large pantry, and 
two closets, and 
contains a large 
fire-place, with a 
range, boiler, sink, 
and wash-tubs 




Fig. 117.— PLAN OP CELLAR. 



having pipe attachments for hot and cold water. The 
dimensions of the fire-place are 2 feet 10 inches wide, 5 
feet 6 x / 3 inches high, and 1 foot 9 inches deep, with a 
hearth-stone 2 feet wide, and 4 feet long. The range is 
fitted into the fire-place,. and has a water-back, elevated 
oven, and warm-closet, and is connected by pipes with 
the boiler. The dumb-waiter, shown on the plan at the 
right of the fire-place, is intended as a "coal-lift," which 
will save many steps and much hard labor running for 
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STOOP HALL 

■ — *— TTTr 



coal. This is simply a box, holding three bushels (twelve 
scuttles), constructed of r/ 4 -inch floor planks, with wood 
runners 3 feet long, on two opposite sides, conforming to 
grooves made in stationary planking in the cellar, and is 
suspended by weights, with strong ropes, passing over 
pulleys fastened 
to the underside 
of the floor- 
beams. The 
upper portions 
of this closet 
may be fitted 
with shelving 
and hooks, as 
desired. The 
large Kitchen 
Pantry, thor- 
oughly shelved, 
is in the "addi- 
tion" that ad- 
joins the kitch- 
en, and is built 
in combination 
with the rear 
stoop. The en- 
try, convenient- 
ly situated, com- „,. _ 

J . . , Fig, 118.— PLAN OF FIRST FLOOR. 

municates be- 
tween the kitchen and dining-room, and with the back 

stoop through the rear door Second Story, (fig. 

119.) — Hight of ceiling, 9 feet. This story is divided in 
the simplest manner, has a hall, three large chambers, 
with closets for each, and a bath-room, all with sufficient 
windows for light and ventilation. Each principal cham- 
ber has an open fire-place, adapted to grates. Chimneys, 
centrally situated, radiate most of their heat into the 
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rooms, thus saving fuel. The Bath-room has a French 
bath-tub, with cold and hot water, and a seat-closet. 
The stairway to the attic story is ceiled in over the prin- 
cipal stairs, with a door at the foot. The Attic has three 
apartments, two intended to be plastered and finished as 
chambers ; the third, or larger one, is unfinished for an 
open garret General Construction. — The excava- 
tions are 2 1 /, feet 
deep, and the loose 
earth is graded 
around the building 
at completion, leav- 
ing 4 feet of the 
foundation exposed 
to sight. The foun- 
dation-walls are 
built as described 
for Design XXXII. 
The sub-sills of the 
windows, and the 
steps and coping of 
the area, are of blue- 
stone. The chim- 
neys being near the 
Fig. 119,-plan op second FLOOR. center, are not con- 
nected with the foundation walls. The rear one is con- 
structed in box form, below the first floor, as a receptacle 
for ashes, and has a small iron door near the bottom for 
removing the ashes. The principal frame- work is of sound 
pine or spruce timber, of the sizes mentioned in the esti- 
mate below. When practicable, we would use pine tim- 
ber for all sills and posts, as the least liable to decay, and 
spruce for the girts and beams, on account of its quality 
for stiffness. The siding is of two thicknesses of board- 
ing, as described for Design XXXII. The principal roof 
is constructed at the angles of 45°, securing valuable 
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space for attic rooms, and is covered with dark slate laid 
on hemlock, with tarred paper between. The roofs of 
the stoops and bay-windows, and all gutters and valleys, 
are of I. 0. charcoal tin, laid on hemlock boards. The 
method of constructing the cornice, gutters, and barge 
boards of the principal roof, is shown in detail in fig. 
120. A, rafter of 3x4; B, plate of 4x6, placed 14 




Fig.. ISO. 



inches above the attic floor ; C, post of 4 X 7 timber ; D, 
gutter, having no abrupt angles to bother the tinsmith, 
or impair bis work, but is of circular form, and stayed 
with 2-inch fnrring lath, on which the tin is smoothly 
and easily laid. E, bracket constructed of 2x4, with 
simple scroll, sawed from 4x6 timber. F, crown mould- 
ing of l l /,x3 l /„ worked solid ; G, barge-board with the 
crown-moulding attached ; this closes the ends of the 
gutters to the hight of the dotted line at D. The stairs, 
interior trimmings, and the general painting, are intend- 
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ed to be similar to those described for Design XVII. In 
the estimate appended will be found a full schedule of 
the materials required to construct, and fully develope 
a house by these plans. The quantities given may be re- 
lied on as correct, and their cost is compiled from the 
prices now ruling in this vicinity. — Estimate : 

09 yards excavation, at 20c. per yard $13.80 

18,500 brick, furnished and laid, at $12 per M 822.00 

58 ft. stone steps, and coping, at 30c. per ft 15.90 

841 yards plastering, complete, at 28c. per yard 235.48 

250 yards stucco cornices, at 25c. per yard 62.50 

4,908 f-.. timber, at $15 per M 78.54 



2 sills, 4x8 in. 30 ft. long. 
2 sills, 4x8 in. 22 ft. long. 
8 Bills, 4x8 in. 18 ft. long. 
8 posts, 4x7 in. 22 ft. long. 
500 wall-strips, 2x4 in. 13 ft. at lie. 



55.00 



Ties, 4x6 in. 802 ft long. 
Plate, 4x6 in. 151 ft long. 
75 beam?, 3x8 in. 18 ft long. 
54 rafters, 8x4 in. 18 ft. long. 

each 

820 sheathing, 9* in., at 25c. each 80.00 

170 lbs. tarred paper, at 3c. per lb ... 5.10 

320 siding-boards, 9finch, at 28c. each 89.60 

Materials in outuide dressing and cornices 80.00 

161 hemlock boards, principal roof, 10 in., at 16c. each 25.76 

14$ squares of slate, at $9 per square 130.50 

306 flooring. 9* in., at 28c. each 85.68 

2 stoops, complete, at $50 each 100.00 

2 bay-windows, complete 120.00 

Stairs, complete 75.00 

21 plain windows, complete, at $12 each 252.00 

7 cellar windows, complete, at $6 each 42.00 

22 doors, with base and trimming, complete, at $10 each 220.00 

2 marble mantles and 3 shelves, complete 68.00 

1 range, with elevated oven and warm closet, complete 80.00 

Plumbing and gas-pipes, complete 175.00* 

Coal-lift and shelving, complete 25.00 

9 rooms in attic, finished, complete 60.00 

Nails, $20; bells and speaking-tubes, complete, $15 35.00 

Painting, $240; cartage, $40 280.00 

Carpenter's labor, not included above 250.00 

Extra for incidentals 43.14 

Total cost, complete $8,000.00 

Should it be desirable to reduce the cost of building by 
this plan, it may be done without changing the principal 
outlines or arrangements, by the following deductions 
and omissions, viz. : 

- Saving. 

Foundations reduced in hight from 7 ft. to 6* ft S20-00 

5 cellar windows, instead of 7 2n2 

Inclosing with single thickness siding . 80.00 

Roof of shingles, instead of elate JO-JX) 

4 plain windows, instead of the 2 bays .... JJ-JJJ 

Deduct 1 window in each : dining-room, kitchen, bath-room ^25 

Reduce the cost of windows and doors, each $1.50 64.50 

An ordinary range, instead of one with an elevated oven ^O-yJ! 

Omit the finish in attic ... 60.00 

Omit plumbing and gas-pi pes 175 -?5 

Omit coal-lift, bells, and tubes 80.00 

Total reductions $649.50 

Making the cost $2,850.50 
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DESIGN XXIX. 



A HOUSE COSTING $8,100. 

t These plans were designed for a summer residence near 
Toms River, N. J. They are especially adapted to situ- 
ations where the more pleasant views are to the rear, 
malting it desirable to have the principal rooms on that 
side of the house. . . . Exterior, (fig. 121.) — The Swiss- 
like style is dne to its bold roofs, wide projections, and 
rustic details of finish, there being no attempt at archi- 
tectural display First Story, (fig. 122.)— The Hall, 

which is unusually large, is entered from the front porch 
through double doors, contains the main stairs, and com- 
municates with the library, parlor, dining-room, and a 
passage leading to the kitchen. A Closet is finished un- 
der the stairs opening from the passage. The Library is 
nearly square, with openings in the center of each of it3 
four sides, and ia divided from the parlor by large fold- 
ing-doors. The Parlor is of good dimensions, has large 
windows opening to the floor, and leading to the piazza. 
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The Piazza is 12 feet wide, affording shade and ample 
protection from storms, and may be used in pleasant 
weather to enlarge the capacity of the parlor. The Din- 
ing-room is entered from the main hall, and communi- 
cates through the pantry with the kitchen. The Kitchen 
has windows front and rear, giving a good circulation of 
air, and is furnished with a range, boiler, sink, and 
pump, connected with the necessary piping, with supply 
from the cistern. Private stairways lead to the second 

story, and to the 
cellar; the ne- 
cessary pantries 
are provided. 
The one - story 
Addition is di- 
vided into three 
parts, making a 
work - room or 
shed, inclosing 
the well, a ser- , 
van t's bed-room, 
and a store-pan- 
try Second Story, (fig. 123.) — This story contains a 

hall, five good-sized chambers, seven closets, and a bath- 
room. The hall has nine doors leading to the several 
apartments, two stair landings, and a window, while it 
occupies but little space. The Bath-room has a bath- 
tub, seat-closet, and pipes for cold and hot water 

Attic, (fig. 124.) — A hall and two chambers are finished 
in this story. The stairs leading to it are inclosed, and 
have a door at the foot. The hall is lighted by a dormer 
window in one end. At the opposite end a door leads to 
the space under the wing-roof, where the tank is placed, 

immediately above the bath-room Construction. — 

The hight of the cellar is 6 1 /, feet, of the first story 10 1 /, 
feet, of the second story 8 feet, of the attic 7 feet. The 




Fig. 122.— plan or first floor. 
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foundations are of brick-work, and show two feet above 
the final grades. The chimneys are of brick-work, and 
have six open fire-places, with hearths to each, adapted 
to the use of either wood or coal fuel. The plastering is 
"hard-finish" on two coats of brown mortar. Stucco 
cornices and centers, of simple design, are put in the first 
story of the main house. Marble shelves with stucco 
truss-supports are put above each fire-place. A well and 
cistern are included in the estimate. The depth of the 
former is put at 
30 feet, as the 
average. To 
avoid the dan- 
ger of the cav- 
ing in of the 
sides while dig- 
ging, ifr is best 
to make the ex- 
cavation 4 1 /, ft. 
square (not cir- 
cular, aS is USU- *"* I"-"" OF SECOND FLOOB. 

ally done.) Rough planks, 4 1 /, feet long, with their 
ends notched half way across, are slid in to lock with 
each other closely against the banks, as the excavation 
proceeds, making this part of the work perfectly safe in 
any kind of earth. The depth of the well should be suf- 
ficient to secure at least four feet of spring water. Of 
course it would be impracticable to lay the brick-work 
under water that depth, and therefore a circular curb 3 
feet 3 inches in diameter, and 6 feet long (inside meas- 
ure) must be made of ordinary boards, with an interior 
4-inch timber rim at the bottom, and let down into the 
well as soon as water is reached. The rim forms the 
foundation of the brick-work. After laying a few courses 
around, say to the hight of one or two feet, their added 
weight will force them (curb and all) downwards under 
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the water as fast as the depth is increased. The clear 
inside diameter, when finished, is 2 feet 10 inches ; the 
top courses of brick, to the depth of 3 feet, should be 
laid in cement mortar ; all others laid "dry." The Cis- 
tern is constructed entirely of brick and cement mortar, 
in the earth ; 7 feet across, and 8 feet deep in the clear. 
The frame of the house is of spruce timber, siding of 
clear pine, beveled clapboards, laid on sheathing-felt. 
Roofing of cedar shingles, laid " three thick " on spruce 
lath. The cornices have projections of two inches for 

each foot of their 
hight from the 
ground, which is 
appropriate for 
buildings of this 
character, and is 
double that of the 
usual styles. 
These projec- 
tions are ceiled 
underneath with 
tongued and 
grooved boards, and bracketed with chamfered timber 
trusses. Openings are made through the gable cornices 
to allow for the escape of heated air from under the roof. 
The flooring is of 9-inch tongued and grooved spruce 
plank. All windows above the cellar have r/ a -ineh sash, 
and outside blinds. Doors are panelled and moulded. 
The inside trimmings are quite plain, single moulded, 
with bold members. The upper frame-work of the piazza 
is left exposed on the underside, and is neatly dressed and 
chamfered. The first-story stairs are strongly construct- 
ed of pine, with newel, rail, and balusters of black walnut. 
Estimate of materials and labor : 

93 yards excavation, at 20c. per yard $18.60 

30 ft. digging well, at $1 per ft 30.00 

19,000 bricks (cellar foundation, chimneys, cistern, and well,) furnished 

and laid, at $12 per M 228.00 



Fig. 134.— PLAN OF ATTIO. 
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4 barrels cement, at $2.60 per barrel $10.00 

1,200 yard* plastering, at 28c. per yard 886.00 

6.974 ft. of timber, at $15 per M 89.61 

* 1 sill, 4X8 in. 318 ft. long. 

1 plate, 4X6 in. 313 ft. long. 
61 beams, 2x8 in. 20 ft. long. 
20 beams, 2x8 in. 13 ft. long. 

2 girts, 4x6 in. 30 ft. long. 
77.00 



1 girt, 4x8 in. 82 ft. long. 

8 posts, 4X7 in. 20 ft. long. 

45 beams? 2x8 in. 12 ft. long. 

30 beams, 2x8 in. 17 ft. long. 

35 beams, 2x8 in. 11 ft. long. 

700 wall-strips, at lie. each. 



500 clapboards, at 14c. each 70.00 

850 shingling-lath, at 6c., $21 ; 9,650 shingles, at 2c., $198 214.00 

150 ft. gutters, valleys, and leaders, at 10c. per ft 15.00 

1,500 ft. dressed lumber in cornices, at 4c 60-00 

513 flooring, at 27c, $138.51 ; 30 windows, at $12, $360 498.51 

250 lbs. felt, at 5c., $12.50; 35 doors, at $10, $350 362.50 

5 marble shelves, $6, $30; stairs, $100 130.00 

Closet finished, $50; well-curb, $12 62.00 

Range and plumbing, $280; nails, $20 800.00 

Carting, average 1 mile, $40; painting, $230 270.00 

Carpenter's labor, $250 ; incidentals, $78.78 828.78 

Total cost, complete $3,100.00 



DESIGN XXX. 

A FRAME AND BRICK FARM-HOUSE COSTING $3,300. 

These designs represent a farm-house having an air of 
substantial comfort and refinement, and affording ample 
space and convenience for a large family. . . . Exterior, 
(fig. 125.) — This style admits of the simplest and most 
economical finish, is susceptible of almost any degree of 
irregularity, and is therefore suitable for the greater 
number of rural buildings. The indestructible covering 
of the side-walls and roofs has the merit and appearance 
of permanency.... Cellar, (fig. 126.) — The central di- 
vision is 7 feet high, has five windows, and outside door, 
and a stairway leading up to the kitchen. The girders 
under the first floor beams are supported on large posts, 
standing on firmly-imbedded flat stones. . . . First Story, 
(fig. 127.)— Hight of the ceilings, 11 feet in main house, 
and 9 feet in the one-story wings at the side and rear. 
The parlor, sitting-rooms, kitchen, and front hall, are in 
the main house. The rear wing contains a summer 
kitchen, bath-room, and a large kitchen pantry. The 
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side wing is divided into a bed-room, clothes-press, and 
pantry. The Parlor, Sitting-room, and Bed-room face 
the front. The Kitchen is the largest apartment, and is 
arranged to be used as the Living-room. It has windows 
in each end, an outside door leading to a pleasant veran- 
da, is in direct communication with the front hall, sit- 
ting-room, summer kitchen, two pantries, and the cellar 



Fig. 135.— ELEVATION OP AOU8B. 

stairs. The Summer Kitchen, intended to relieve the 
larger room of the heavier work, is furnished with a 
range, boiler, sink, pump, and wash-tubs, and has an 
outside door. The Bath-room is situated at the side of 
the summer kitchen, and contains a bath-tuh and a seat- 
closet. A tank 3x3x6 feet, is placed between the 
ceiling and roof of this wing, and arranged to receive 
rain-water from the main roof. A force-pump is set near 
the iron sink, and arranged to supply water from the cis- 
tern to the tank, when the rain supply is exhausted. It 
will be observed that all the plumbing apparatus is placed 
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in close proximity, thus insuring economy in the cost of 
their introduction, and also that their location prevents 
any serious injury that might arise from a chance burst- 
ing, or through carelessness. No windows are shown at 
the rear of the summer kitchen, or bath-room, this space 
being reserved for any additions that may be desired for 
fuel, etc Second Story, (fig. 128. )— Hight of ceil- 
ings, 9 feet. 
There are five 
chambers, a 
hall, and two 
closets in this 
story. Each 
chamber is of 
good dimen- 
s io n s , well 
lighted (twelve 
windows in 
this story,) and 
may be warm- 
ed if required, 
either by stoves 
placed in them 
or through 




^^^™§M^ 



14-6 



Fig. 136.— PLAN OP CELLAR. 



pipes inserted in the flues for the introduction of hot air 
from heaters in the first story, as described for Design 

XXXII Attic. — A flight of stairs, located above 

those of the first story, and inclosed with narrow ceiling, 
with a door at the foot, leads to the garret or attic. This 
story is thoroughly timbered and floored, but otherwise 

unfinished Construction. — The foundation walls 

are of broken stone, laid in good mortar, 18 inches thick, 
and show 2 feet above the final grade of the surrounding 
earth. The materials of the frame are indicated in the 
estimate below, and are framed together, and raised in 
the usual manner, except that the sills are placed 4 inches 
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back from the face of the foundation, to provide a foot- 
ing for the water-table and brick inclosing. The inside 
^mb^^^^m mb of the exterior 
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frame is roughly 
ceiled around 
with hemlock 
boards, which 
are thoroughly 
nailed to the 
studding, bring- 
ing them "into 
line," and mak- 
ing them linn. 
The method of 
inclosing the 
sides of the 
building is 
shown in fig. 

Fig. 127.— PLAN OF FIBST FLOOR, -i qO A \* th fi 

foundation ; B the water-table ; C the brick wall ; D, 
inside boarding ; 
E,E,E, timber of 
the frame. The 
water r table, of 
dressed stone, is 
laid on the foun- 
dation in cement 
mortar. The 
brick are laid in 
"stretchers," in 
good lime and 
sand-mortar, 
with close joints. 
Anchor nails (Gg. 
1 30) are driven Fig * 128 -— PLAN OF second floor. 

in each stud in contact with the upper surfaces of every 
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fifth course of brick, aa shown in the sketch. The win- 
dow sills are of smoothly dressed stone, set in the regular 
manner. The window and door frames are made as for 
8-inch brick-work. The heads are arched over with 
^ ^^^^^ brick projecting half an inch beyond 
| I the face of the walU, forming a cop- 

I I ing to the windows. The anchor 

nails are made of ordinary galvan- 
' ized '/,-inch fence-wire ; 6 inches 

long is required for each nail, 1 inch of both ends being 
bent at a right angle, and one end is flattened to be easily 
driven into the studding, and the opposite end is imbed- 
ded in the joints of the brick-work. These nails are best 
applied by a carpenter employed to accompany the masons 
in their work. This mode of building exterior walls may 
be new to mauy 
persons, but it 
has been demon- i 
strated and j 
provedtobethor- | 
oughly practical, 
and for many 
reasons prefer- 
able to the usual 
"solid brick" 
wall; it is less 
expensive, does 
not retain mois- 
ture, requires no "furring off," or "filling in," and attach- 
ments of cornices, stoops, or balconies, are easily made to 

connect with the inside frame work The main and 

wing roofs are covered with dark 8 X 16-inch elate, laid 
7 inches to the weather. Mason's lath are put on the 
inside boarding in a vertical manner, 16 inches apart, 
and the interior of the two full stories is lathed, plas- 
tered, and otherwise fully completed. 
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Estimate of Cost : 

157 yards excavation, 4 feet deep, at 30c. per yard $81.40 

60 perches stone foundation, at $2.75 per yard 166.00 

44 ft. stone steps and cellar window-sills, at 30c. per ft 13.20 

278 feet dressed stone-sills and water-table, at 75c. per ft 208.50 

81,000 brick, furnished and laid, at $12 per M 872.00 

925 yards plastering, at 28c. per yard 259.00 

Stucco cornices 30.00 

6,707 ft. timber, at $15 per M 100.60 

Sills 4X8 in. 252 ft. long. i 70 beams, 8X8 in. 22 ft. long. 



Plates, 4x6 in. 252 ft. long. 
Ties, 4X6 in. 324 ft. long. 
Girders. 4x8 in. 46 ft. long. 
10 posts, 4x7 in. 23 ft. long. 



21 beams, 3x8 in. 15 ft. long. 
8 beams, 8x8 in. 13 ft. long. 
1 piazza, 3x7 in. 122 ft. long. 
1 piazza, 3x5 in. 70 ft. long. 



100 joist, 3X4 in. 18 ft. long, at 16c. each 16.00 

400 wall-strips, at lie. each 44.00 

600 hemlock boards, for sheathing and roofing, at 16c. each 96.00 

Cornice materials, $70; 21 squares slate, at $9, $189 259.00 

486 ft. ti lining, gutters, and leaders, at 8c. per ft 84.98 

500 flooring, 9-inch spruce, at 26c. each 180.00 

Stairs, complete, $90; piazzas, $130 220.00 

5 cellar windows, complete, at $6 each 80.00 

33 windows, above cellar, complete, at $10 330.00 

25 doors, at $10, $250 ; range and plumbing, $250 500.00 

8 mantles, $75 : closet finish, $25 100.00 

Painting, $113.66; cartage, $30 143.66 

Carpenter's labor, not included above 200.00 

Incidentals 16.76 

Total cost, complete $3,300.00 



DESIGN XXXI. 

A HOUSE COSTING $3,700. 

The plans here given are somewhat peculiar in arrange- 
ment, intended for a compact and economical residence 
or parsonage, containing thirteen rooms, ample halls, 
eleven closets, large cellar, heater, range, cold and hot 
water, and, in fact, all the necessary modern improve- 
ments suitable for the uses of a good-sized family 

Exterior.— The general outline is nearly square, 26x30 
feet, affording the most simple and economical form of 
construction, and embraces a much better opportunity 
for the most desirable distribution of rooms. The porch, 
bay-window, and 1 bby, provide projections that serve to 
break up and relieve the monotony usually observed in 
square buildings. Three elevations (figs. 131, 132, 133,) 
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are given, from which choice can be made, according to 

the situation of the building Interior, — It will be 

observed that the arrangements of the interior partake 
very much of the character of a " double house," partic- 



Flg. 131.- 

nlarly in the upper stories Cellar, (fig. 134.)— The 

Cellar extends under the whole house, and contains the 
heater and bins for coal, etc. The Heater (" portable ") 
is arranged to provide warm air to each room in 

the two principal stories, except the kitchen First 

Story, fig. 135.)— The Entrance, or Reception Hall, 
is large, and contains the principal stairway of the 
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bouse, bo arranged that the quarter-circle is about mid- 
way of their hight, placing the niche down, where 



it adds greatly to the good appearance of the ball. The 
principal rooms, Parlor and Dining-room, where it is 
usual for the family to congregate, are large and acces- 
sible. Each has a large bay-window, adding to its area, 
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and supplying a pleasant outlook. The Kitchen adjoins 
the dining-room and the rear entrance, or lobby, and has 
direct communication with the cellar-stairway through a 
door. It is provided with a range, boiler, sink, pump, 
and wash-tubs, complete. The Lobby, or rear entrance, 



Fig. 133.— COTTAGE ROOF. 

is arranged to connect by doors with the dining-room, 
kitchen, and private stairway leading to the second floor. 

Second Story, (fig. 136.)— The method of erecting 

the stairs make them " land " nearly in the center of the 
second story. Very little space is required for the sec- 
ond-story hall, leaving almost this entire floor to be " laid 
off " in rooms. These rooms may all be used as cham- 
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bers, or either of them may be used as a study. Doubt- 
less the room directly above the front entrance would be 
best adapted for that purpose. The door leading to this 
room should have ground-glass upper panels to supply 

light to the hall of this story Attic, (fig. 137.) — The 

Attic story is reached by the stairway shown at the front 
end of the second-story hall, which has a door at the foot 




Fig. 134. — PLAN OP CELLAR. 

of them to shut off all communication at pleasure. This 
story is divided into four rooms, four closets, and hall. 
The Hall is lighted through an opening, or skylight, in 
the roof, which also serves as a ventilator. The School, 
or Play-room, is put in this part of the house, where 
noise is less likely to disturb the older members of the 
household. A Work-shop, having ample space for a 
work-bench, wood-lathe, and other tools, is provided for 
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in our plan on the third floor The estimate appended 

indicates the general character of the work to be good 
and substantial. Provision is made for brick founda- 
tions, a regular timber frame, double siding, slate and 




Fig. 135. 



tin roofs, outside blinds, panelled doors, simple and ap- 
propriate trimmings throughout, with marble mantles 
and stucco cornices in the principal rooms of the first 
story. The figures set down for the cost of windows, 
bays, porch, lobby, and doors, include materials and la- 
bor. The figures for carpenters' labor are for the balance 
of such work. 
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Fig. 136.— PLAN OP SECOND FLOOB. 
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Estimate for house with Mansard roof : 

75 yards excavation, at 20c. per yard $15.00 

13,000 brick, furnished and laid, at $12 per M 156.00 

48 ft. stone sills, steps, and coping, at 40c. per ft 19.20 

1,000 yards three-coat plastering, at 28c. per yard 280.00 

250 ft. stucco cornices, with centers 75.00 

4,181 ft. of timber, at $15 per M 62.71 

2 sills, 4X8 in. 26 ft. long. i 2 plates, 4x6 in. 26 ft. long. 



2 sills, 4X8 in. 30 ft. long. 
6 posts, 4x7 in. 23 ft- long. 
1 girt, 4X8 in. 38 ft. long. 
4 ties, 4X6 in. 26 ft. long. 
4 ties, 4x6 in. 30 ft. long. 



2 plates, 4x6 in. 30 ft. long. 
4 deck plates, 3x8 in. 22 ft. long. 
2 deck plates, 3x8 in. 30 ft. long. 
8 beams, 3x8 in. 15 ft. long. 
66 beams, 2x8 in. 15 ft. long. 



4 hips, 3x7 in. 16 ft. long. | 66 beams, 2x8 in. 12 ft. long. 

100 joists, 3X4 in. 13 ft., at 22c. each 22.00 

500 wall-strips, 2X4 in. 13 ft., at lie. each 55.00 

483 sheathing for sides and roofs, at 25c. each 120.75 

300 lbs. tarred felt, at 5c. per lb 15.00 

381 novelty siding, 6-inch, at 30c. each 114.30 

112 ft. mam cornice, at COc. per ft 67.20 

10 squares of slate, at 10c. per ft 100.00 

12$ squares of tin, at 10c. per ft 125.00 

8 cellar windows, complete, at $8 each 64.00 

12 plain windows, complete, at $12 each 144.00 

8 dormerwindows, complete, at $20 each 160.00 

2 bay-windows, complete, at $60 each 120.00 

1 porch, complete 75.00 

1 lobby, complete 50.00 

390 tongued and grooved flooring, complete, at 28c. each 109.20 

46 doors, complete, at $10 each 460.00 

11 closets, complete, at $6 eaeh 66.00 

2 marble mantles, complete, at $25 each 50.00 

1 heater, complete 200.00 

Gas-piyes 35.71 

Plumbing, including range, etc 300.00 

Painting 188.93 

Carting 75.00 

Extras for hardware, etc 75.00 

Carpenters' labor 300.00 

Total amount $3,700.00 



DESIGN XXXI L 
A HOUSE COSTING $4,000. 

This plan of a large house provides ample and con- 
veniently-arranged apartments, containing the most re- 
quisite of modern improvements, suitable to the require- 
ments of a good-sized family. The general outline of the 
ground plan is nearly square — 30x36 feet — securing the 
greatest economy in expense of construction, and embrac- 
ing a liberal provision for comfort, and a suitable regard 
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for appearances, without sacrificing one for the other. 
There is always a certain boldness in the exterior, or ele- 
vation, of a square double front, which no other style 
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affords, expressive of substantial dignity. The two Bay- 
windows and Porch are united in construction, the porch 
having its ends partly sheltered by the projecting bay- 
windows, is a pleasant feature. The second story, attic, 
and cupola windows, have circular heads, with heavy 
dressing. The main Cornice is heavily trussed ; the Cu- 
pola is large and roomy, and all are proportioned to make 
this house worthy of almost any situation The Cel- 
lar extends un- 
der the whole 
house, with walls 
of hard brick and 
mortar 8 inches 
thick, and 7 feet 
high, and should 
extend l 1 /, inch- 
es outside of the 
frame - work of 
the house, so as 
to be "flush" 
with the sheath- 
ing. The cross- 
walls, as shown 
on the plan, are 




Fig. 139.— PLAN OF CBLLAB. 



of the same materials ; all such walls should have "head- 
ing-courses " every 20 inches, and if in sandy bottom, a 
suitable bedding should be provided, as described for 
Design XII. , which will insure a perfectly safe and satis- 
factory foundation. The Area walls should be made of 
hard brick, with stone coping and steps, laid in cement 
mortar. All chimneys should be started and laid up with 
the foundation, and the materials interlaced to bind them 
together ; this will insure additional strength to both 
foundation and chimney. We recommend plastering, or 
"laying off" the ceiling of the cellar, with one coat of 
brown mortar, at a cost of $25, which would be a perma- 
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nent benefit to the whole house, in preventing the damp 
cellar air from rising up through the floors and frame- 
work of the house. Such air is almost sure to be vitiated 
by decaying vegetable matter, and is the undoubted 
source of much disease. Another advantage derived from 
such plastering is the shutting out of rats and mice from 
the frame- work of the house, and lastly, it affords an 
opportunity of purifying and sweetening the cellar easily 

by (the simplest of all means) a coat of white-wash 

The materials used in the Frame are indicated in the es- 
timate appended below. Sills should be framed for each 
cross and out- 
side wall, so as 
to secure equal 
bearings, and 
allow for even 
shrinkages ; 
and when put 
in position, 
they should be 
bedded in mor- 
tar, to prevent F1 &- 140.— framing of bat-window. 

any inequalities in the bearings of the frame-work, to 
strengthen the foundation, and also to effectually shut 
out cold air from getting between the cellar ceiling and 
the first floor. All beams and studding are placed 16 
inches from centers. The first tier of beams should be 
framed into the sills, and their tenons wedged from the 
outside, to "draw them home." They should also bear 
upon the wall equally with the sill. All beams having a 
span of 12 feet and over, should have at least one row of 
cross-bridging of r/ 4 x 3-inch "fencing." The second and 
third story beams are notched over the ties, and spiked 
fast. The cupola posts rest directly on the center girts, 
and the principal roof-timbers are framed and secured to 
these posts. In this frame there need be no tendency to self- 
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destruction, so common in large buildings, such as oblique 
or outward thrusts, or irregularity of bearings, but a per- 
fect "repose" is secured to every piece of timber in the 
house. . . . The Bay-window frame-work (see fig. 140) is 
1 inch less in depth than the principal sills of the house, 
to allow for the thickness of the boarding beneath them, 
so that the water-table, when put around the house may 

be in line. The 
distances given 
on the diagram 
of the bay frame 
may be relied 
upon as correct. 
" Bay - windows 
are apt to be 
cold," is often 
said, but a sure 
preventive of 
such "cold" is 
easily secured by 
filling in between 
the beams and 
panels with dry 
sand, which will 
make them as 

tight as any other 
Fi*. 141-flan op first floor. part of a house.— 

The character and quality of a house depends greatly 
upon the material and manner of siding. In our estimate 
we have provided for mill-worked sheathing, which 
should be put on diagonally, and thoroughly nailed to 
the frame, which will serve the double purpose of se- 
curing more warmth and strength than any "filling in" 
of brick, and is less expensive. A strip of the same 
thickness as the sheathing, and 2 inches wide, should be 
first nailed to the sill, close down to the masonry, to pre- 
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vent the air from entering the joints of the sheathing, 
and following them upwards into the house. Tarred 
paper is next stretched over the sheathing, when the win- 
dow-frames, water-table, and corner-boards should be set, 
and lastly, the novelty-siding put on, and double-nailed 
to each stud. The Windows are arranged for each sash 
to be hung, and all to have blinds. All windows above 
the first story have " circular heads," with caps turned of 
4-inch timber. The Keys shown on the elevation are 

sawed out at the 
back, so as to fit 
over the caps 
(not cut through 
them). This is 
much simpler, 
more ornament- 
al, and does not 
impair or afEect 
the solid head. — 
The roof projects 
27 inches beyond 
the frame of the 
Fig. 142.— plan of second floor. building, and is 

covered with I. C. charcoal tin, laid and soldered in the 
best manner, on sound hemlock boards. The gutters of the 
main house are made as described for Design V. . . . The 
First Story plan (fig. 141) shows the general division of 
four rooms and three halls. The Entrance Hall, or Re- 
ception Eoom, is 7 X 12 feet. The Stairway Hall is also 
7X12 feet. The Rear Hall is 7 X 7 feet. These halls are 
divided from each other by sash doors. The entrance 
hall is divided from the parlor and dining-room by large 
double doors. The advantages of dividing the halls in 
the manner shown will be obvious to any one when they 
consider how cold, windy, and cheerless most halls are. 
By this arrangement all drafts are prevented, either when 




HOUSE-PLANS FOR EVERYBODY. 193 

opening the entrance door, or when passing from one 
room to another. The inside double doors may be swung 
open altogether, throwing the principal rooms of the 
lower floor into one spacious apartment, if occasion should 
require, for a large company, without altering to any 
material degree the temperature of these rooms. The 
stairway hall contains the principal stairs, which are of 
the easiest "platform" construction, so arranged that a 
more private stairway is entirely unnecessary. The rear 
hall is the common hall of the house, and is easily 
reached from every part. The Parlor is the largest room, 
has a bay-window, marble mantle, and fire-place heater, 
and is separated from the library by sliding doors. The 
Dining-room has also a bay-window, marble mantle, and 
fire-place heater, and is intended as the Living-room. It 
is conveniently connected with the kitchen, stairway hall, 
entrance hall, and has a good pantry (c). The Kitchen 
is separated from the dining-room by a single door, and 
in close proximity to the rear entrance and cellar stairway 
doors. It contains one large closet, range with elevated 
oven, warm-closet, and water-back, boiler, sink, and 
wash-tubs. The Kitchen should be wainscoted 3 feet 
high, with 6 / 8 x 3-inch ceiling-boards. The clock and 
lamp-shelf should be put between the closet and hall 
doors, and not over the range. The advantage of having 
the kitchen on the same floor with the dining-room must 
be apparent to every one.... The Second Story plan (fig. 
142) is divided into four large chambers, a child's bed- 
room, a bath-room, five closets, with a good-sized hall. 
The two Front Chambers are heated by hot air from the 
" fire-place " heaters of the first story, so that they are always 
comfortable in the coldest weather. For many reasons 
we prefer the fire-place heaters over any other. They 
take little room, are cheerful in appearance, easy of man- 
agement, and economical, requiring attention but twice 
in twenty-four hours, if hard coal is used. Each heater 
9 
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will keep two ordinary sized rooms comfortable in winter, 
and are not unsightly in summer. Like any other device 
for heating, the perfect and satisfactory results depend 
altogether on the manner of setting them. In no case 
should a heater be expected to develop its full power 
when placed in a fire-place in so close proximity with the 
brick as to allow the hot air to strike against and be ab- 
sorbed by them. The heater should be enclosed in a 
jacket of sheet-iron, having an 8-inch opening, and a 
collar at the top. Attached to the collar, and "built 
in" the chimney, should be an 8-inch tin pipe, connect- 
ing with the register-box in the second story. Above 
this box this flue should be entirely closed. The smoke- 
pipe should be 4-inch, and pass up through the 8-inch 
tin pipe to the register-box, where an elbow should be 
put on, turning the smoke into the side flue adjoining. 
The side flue should have no other side openings. The 
Bath-room has bath-tub, seat-closet, wash-basin, with 
cold and hot water faucets. Each chamber to the right 
of the hall to have wash-basins. These Chambers have 
marble mantle shelves, resting on plaster trusses, at an 
expense of $6 each, which answer the purpose that a $20 
mantle would, and are really more cheerful and appro- 
priate for such rooms. . . .The Attic is reached by the en- 
closed stairway, and is arranged so that two or four bed- 
rooms may be "finished off" as required. The Tank is 
placed on the floor over the bath-rooms, and is supplied 
partly from the roof, and partly by the force-pump in the 
kitchen. All the remaining space in the attic may be 

used for storage, etc The Cupola-room is 7 X 7 feet, 

reached by a light stairway. The head-room is made to 
subserve the purpose of a stand or table, so that really 
very little room is taken away by the stairs . . . .Very few 
people have any definite idea of the expense of the sep- 
arate items that are comprehended under the head of 
Plumbers' Work. The following estimate in detail of 
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plumbing, required in this house, gives facts and figures 
enough to enable any one to decide just how much 
plumbing can be done for any given sum, viz. : 

Sheet-lead, 3* lbs. to square ft, for tank, 2x4x6 ft., with stop-cock $21.00 

Bath-tub, 10 oz., $15; plated flange and thimble-cock, $6; plated plug 

and chain 22.50 

Pan-closet, $12.25; plated cup and pull, $1.50; French bowl, $2.20; trap, 

4in.,$3.75 19.70 

3 wash-basins, $1.70 each; marble slabs, $5 each; plug, stud, and 

chain, $1.50 each ; 2 cocks, trap, screw, plug, $3 each 36.60 

1 iron sink, 18x24 inches, $2 ; 2 cocks, $3.50 ; trap and screw, $1 6.50 

35-gallon copper boiler, $27; with stand, $2 29.00 

Porce-pnmp. with brass cylinder 17.00 

20 ft. 4-in. iron soil-pipe, at 50c. per ft 10.00 

372 lbs. supply and circulation pipe, at 8$c. per lb 31.62 

125 lbs. waste-pipe, at 8ic per lb 10.63 

Solder, tacks, and charcoal for this job 3.00 

5 days' time, plumber and helper, $6 per day 80.00 

Total amount of cost $237.55 

10 per cent added by plumbers in estimating 23.75 

Total Plumber's charges for the job $261.30 

To the bill for plumbing we add the cost of : 

Range, with elevated oven, warm-closet, water-back t set complete $80.00 

Heater 8, 2 " fire-place, 11 with registers and heating pipes, $45 each 90.00 

Cost. — Estimate of cost of building by this plan. It 
will be noticed that the prices given for bay-windows, 
porch, lobby, stairs, windows, cupola, and doors, include 
materials and labor complete, and that the amount of 
carpenters' work is for the balance of such labor required 
on the job : 

100 yards excavation, at 20c. per yard $20.00 

24,000 brick, furnished and laid, at $12 per M 288.00 

950 yards plastering, 3-coat, at 28c. per yard 266.00 

6,578 ft. timber, at $15 per M 98.67 



4 sills, 4X8 in. 30 ft. long. 

2 sills, 4x8 in. 36 ft. long. 

10 posts, 4X7 in. 21 ft. long. 

Ties, 4x6 in. 390 ft. long. 
4 cupola posts. 4x6 in. 15 ft. long. 

Plates, 4X6 in. 132 ft. long. 



70 beams, 2x8 in. 15 ft. long. 
60 beams, 2x8 in. 22 ft. long. 
15 beams, 3x8 in. 22 ft. long. 

4 hips, 3X8 in. 18 ft. long. 

4 valleys, 3x8 in. 18 ft. long. 

14 rafters, 3x5 in. 17 ft. long. 



100 joist, 3X4 In. 13 ft. long, at 22c. each 22.00 

400 wall-strips, 2x4 in. 13 ft. at lie. each 44.00 

320 sheathing, JxlOin. 13 ft. long, at 25c 80.00 

200 lbs. tarrea paper, at 5c. per lb 10.00 

320 novelty siding-boards, 9finch, at 38c. each -. 121.60 

195 hemlock roof boards, at 22c. each 42.90 

240 tongued and grooved flooring, at 35c. each. 84.00 

168 ft. cornice, at 70c. per ft 117.60 

17$ squares of tin roofing, at $10 per square 175.00 

190 ft. gutters and leaders, at 10c. per foot 19.00 

Cupola, complete, except tin (included above) 100.00 

2 bay-windows, complete, at $75 each 150.00 

1 porch, complete, $75 ; lobby, complete, $50 125.00 

4 stairs, complete, $100 ; 17 windows, complete, $15 355.00 

5 cellar windows, at $6 each 30.00 

34 doors, at $12 each 408.00 

% marble mantles, at $30 each 60.00 
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DESIGN XXXIII. 



Fig. 143.- 

A BRICK HOUSE COSTING $4,000. 

This plan was designed for the residence of Dr. Samuel 
McClure, of Olney, 111. The style and general character- 
istics are significant of elegance and comfort, and suggest 
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its adaptation to suburban, rather than the more rural 
situations Elevation, (fig. 143.)— There is a pecu- 
liar compactness in the outlines of the principal building, 
while the piazza and tower contribute largely to the sym- 
metry and gracefulness of the entire structure. The 




Fig. 144.— PLAN OP FIRST FLOOR. 

general details of the exterior are quite simple in them- 
selves, and are so proportioned and arranged as to adapt 
them to each other with artistic effect, and to produce 

marked features of unity ^nd completeness First 

Story, (fig. 144.) — Hight of ceiling, 11 feet. The gen- 
eral divisions and arrangements are simple and practical. 
The principal entrance from the piazza is through outside 
and vestibule doors. The outside doors are made in 
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pairs, with solid panels heavily moulded on the face. 
The vestibule doors are of similar construction, except 
that their upper panels are of glass. There is a seeming 
extravagance in such " vestibules," or duplication of 
doors, at the entrance of any dwelling, and they may be 
regarded as a luxury rather than a necessity, and would 
be superfluous and inappropriate in the ordinary cottage 
or farm-house ; but in residences of this character, where 




Fig. 145.— PLAN OF SECOND FLOOB. 

there is abundant space, such vestibules are manifestly 
proper, adding a feature of elaborateness, and providing 
for many contingencies of times and seasons. The out- 
side, or storm-doors, afford protection against extreme 
cold and severe storms, and furnish additional security. 
The vestibule, or "glass" doors, admit an abundance of 
cheerful light to the hall. The Main Hall is roomy, and 
contains the principal stairs, which are of platform con- 
struction, are wide, and have hard-wood rail, balusters, 
and newel. The Parlor and Dining-room adjoin the hall 
through large double doors. The parlor and bed-room 
are separated by sliding doors. The Bed-room has doors 
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leading to the principal hall and to the bath-room, which 
has a wash-basin and water-closet. The Kitchen is sup- 
plied with a range, with elevated oven and a water-back ; 
a 30-gallon copper boiler, a sink with closet underneath, 
a pump, and stationary wash-tubs in three divisions, and 
it connects through doors with the dining-room, rear 




Fig. 146.— PLAN OF CELLAB. 

lobby, cellar-stairway, a large pantry, and a dish-closet. 
The Hear Lobby is arranged to connect with the rear 
entrance, kitchen, bath-room, and principal hall. The 
Bath-room contains a tank, with a capacity for four hogs- 
heads of water (placed near the ceiling), bath-tub, wash- 
stand, and seat-closet. Lead pipes necessary for the 
supply and distribution of cold and hot water, are pro- 
vided in the kitchen and bath-room. Marble mantles 
are provided for the principal rooms of this story, at an 
average cost of $25 each. Double architraves are intend- 
ed for the trimmings of the windows and doors in the 
principal apartments, and neat chair-backs are provided 
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for the dining-room and kitchen Second Story 

(fig. 145.) — By the peculiar method of constructing the 
roof and frame-work, it will be found that the inside 
walls of this story are vertical or plumb, instead of ang- 
ling as in the usual Mansard roof. The ceiling is 9 feet 
high. This story has a hall, four large and one small, 
rooms, five closets, and a stairway to the tower. Each of 
the four large chambers have marble shelves resting on 
plaster trusses, as described in Design XXXII. Single 
architraves are intended for the trimming of this story. 
Construction of the Walls and Roof.— The exca- 
vations are made l 1 /* foot deep, and the earth thrown 

rn out is u sed in grad- 

1 ¥ - I ing around the 

house at comple- 
tion, raising the 
surrounding sur- 
face 1 foot. The 
foundation and 

and cross -walls 
Fig. ^.-window-caps. (fig. 146) are ey^ 

feet high. The principal walls resting on the foundation 
are 14 feet 3 inches high, and the walls of the tower ex- 
tend 11 feet 6 inches above the principal walls. The 
walls inclosing the wing in the rear are 10 feet high ; all 
of hard burned brick and good mortar. The exterior 
walls of the foundation are 12 inches thick, and all 
other walls are 8 inches thick, and have heading courses 
every 2 feet. The bottom courses of the exterior 
foundation, to the hight of 2 1 /, feet, are laid in mortar 
composed of hydraulic cement and sharp sand, to prevent 
the absorption of dampness from the earth ; all other 
mortar is composed of lime and sand. All exterior sur- 
faces of brick- work that are exposed to view have "flush- 
joints," and those intended for painting should be 
rubbed smooth. All windows for the cellar and first 
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story have sills of dressed atone, and have beads neatly 
arched of brick-work. The window-caps for the first 
story windows are laid of brick, as shown in sketch, 
(fig. 147). These caps are easily executed while construct- 
ing the walls, and are quite ornamental ; the figures on 
the sketch denote the distances or projections of the sev- 
eral parts beyond the face of the wall Plates of 3 X 8 

timber are laid flatwise on top of the brick walls, and the 
upper or roof framework is added 
as shown in section, (fig. 148) : A, 
foundation, 12 inches thick ; B, 
principal wall, 8 inches thick ; C, O, 
tower walls ; D, D, tower posts, 4x6 
inches, adjoining the upper portion 
of tower walls, and forming a part 
of the tower; E, E, principal plates, 
3x8 laid on brick work ; F, tie, 3 X 
8, resting on 2 X 4 studding, placed 
inside the wall, and nailed to the 
principal plates; tf, O, rafters sawed 
to pattern, the lower end projects 
one inch beyond the face of the 
wall. H, ceiling timbers resting on 
the ties. The remaining framework 
will be readily understood. The 
roofs are inclosed with rough hem- 
Fig. 148.— beckon of lock boards of even thickness, and 
FBiMB. thoroughly nailed to the rafters — 

and lastly covered with I. C. charcoal tin. The method 
of laying the tin on the upright or Mansard part of the 
roof, is known in the trade as the " raised groove " plan, 
in which all the vertical joints of the tin are raised and 
folded, leaving an elevated seam or ridge, which stiffens 
the general surface, and adds to the picturesqueness of 
this form of roof, without increasing its cost. The bal- 
ance of the tinning is laid with the ordinary lock-joint 
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and soldered. Gas pipes are inserted in the framework 
so as to be concealed, except were they appear for attach- 
ments for 4 ceiling lights, and 4 side lights in the first 
story ; for 8 side lights in the second story ; for 1 ceiling* 
light in the tower, and for 1 side light in the cellar. 
Ample opportunities for a thorough Ventilation are pro- 
vided for in this plan. It will be seen that the four large 
rooms havo windows in two of their sides, affording the 
most certain and satisfactory means of ventilation known. 
— Flues are also provided adjoining each room in which 
registers are put, for use in the more severe weather. 
Provision is made for the escape of the air from between 
the ceiling of the second story and the roof. — Five strong 
tin 4-inch tubes, with funnel covers, are inserted in the 
deck of the principal roof ; four of them are placed 3 feet 
behind the chimneys, and one near the rear, connecting 
with a flattened tube leading directly from the bath-room 
.... The following estimate of the quantities of materials 
and labor, of their several kinds, and their cost, embraces 
everything necessary to the completion of the house, ex- 
cepting the appliances for heating, which may consist of 
a furnace, fire-place heaters, or open grates, as shall be 
best adapted to the location. In this vicinity, where 
hard coal is the chief fuel, we would suggest a furnace, 
placed in the cellar, with large pipes arranged to convey 
warm air to the different parts of the house. In localities 
where bituminous coal is used, the open grate gives good 
results, and is exceedingly cheerful in appearance. There 
are ranges and parlor stoves constructed to burn soft coal 
successfully, and it is undoubtedly possible that heating 
furnaces may be adapted to the use of the same fuel. 

Estimate of Cost : 

80 yards excavation, at 20c. per yard $16.00 

60,000 brick, complete, at $10 per M 600.00 

120 ft. &tone sills and coping, at 80c. per ft 36.00 

1,000 yards plastering principal, complete, at 28c. per yard 380.00 

120 yards plastering ceiling of cellar, complete, at 15c 18.00 

4,763 ft. of timber, at $15 per M 71.44 
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2 sills, 4x8 in. 28 ft. long. 
68 beams, 3x8 in. 15 ft. long. 
34 beams, 3x8 in. 8 ft. long. 

4 beams, 3x7 in. 16 ft. long. 

9 beams, 3x7 in. 19 ft. long. 

4 girts, 4X6 in. 28 ft. long. 

1 brace, 3x5 in. 30 ft. long. 



4 hips, 3X6 in. 14 ft. long. 

1 deck tie, 8x8 in. 138 ft. long. 

1 deck plate, 3x6 in. 188 ft. long. 

1 main plate, 3x8 in. 139 ft. long. 

1 tower plate, 3x8 in. 34 ft. long. 

4 tower posts, 4x6 in. 14 ft. long. 

1 piazza, 3X7 in. 220 ft. long. 

100 rough plank rafters, at 25c. each. ." 25.00 

360 wall strips, 2x4 in., 12 ft., at lie. each 39.60 

308 hemlock boards, 10 in. Xl3 ft., at 18c. each 55.44 

250 mill- worked flooring boards, 9-in., at 30c. each 75.00 

130 fairing strips, 1X2 in., 13 ft., at 5c. each 6.50 

31 squares of tin, at $8.50 per square 263.50 

16 windows, 1st story and tower, complete, at $16 each 256.00 

12 cellar windows, complete,, at $8 each 96.00 

13 dormer windows, complete, at $20 each 260.00 

Cornices, principal and deck 130.00 

Piazza stoop and wing finish (except tin), complete 300.00 

Finial on tower 8.00 

Stairs, complete, $100.00 ; 38 doors, at $10 each, complete, $380 480.00 

Finish in closets 25.00 

Mantels and shelves (of marble) 100.00 

Range (with elevated oven and water back) 80.00 

Plumbing and gas-pipes 220.00 

Nails and anchors 27.10 

Painting, $200 ; Cartage, $30 230.00 

Carpenter's labor not included in the completed works 250.00 

Incidentals 51.42 

Total cost, complete $4,000.00 
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DESIGN XXXIY. 

COUNTRY RESIDENCE COSTING $4,750. 

On the next page is a perspective view of a residence 
built for Dr. B. Clark, of Washington, Pa., from special 
designs made by me in 1876. The style and general ar- 
rangements are similar to the one built for Dr. McClure, 
last described, with the addition of a side extension or 
office, and the completion of rooms in the basement for 
laundry purposes, and a laboratory. This Building is 
substantially constructed, and tastefully finished through- 
out. The hight of the ceilings in the first story are 
12 feet, in the second 10 feet, and for the basement 8 
feet. It has two heaters, four open grates, a range, 
complete apparatus in bath rooms, and distributing pipes 
for cold and hot water. The principal rooms are frescoed, 
all others are kalsomined. A Reservoir constructed in 
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the rear part of the cellar, and provided with running 
spring water, is arranged as a receptacle for milk cans, 
and supplies the Fountain shown in the front lawn (this 
fountain, owing to the sloping surface of the grounds, is 
several feet below the foundations of the house) .... Dr. 
Clark moved into his new house during the first week in 
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February last, and writes with reference to it, that "all 
in all it is the most tasteful in outside appearance, con- 
venient, and economically constructed building in this 
section, and attracts a groat deal of attention." 

The cost of thia building, everything complete, was 
«4,750. ..." i 
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DESIGN XXXV. 

A HOUSE COSTING |4,000. 

These plans were designed for a suburban residence, to 
take the place of one recently destroyed by fire. The 
original structure was cubiform in outline, resembling a 
huge box ; with unbroken facades, and flat roof, destitute 
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of beauty, and in strange contrast with the tasteful sur- 
roundings. The owner desired to use the old foundations, 
still in fair condition, without disturbing the grounds, 
underlying pipes, etc., and thus retain the nearly square 
ground plan, but a building with an exterior agreeing 
with the surroundings. While the main object in pre- 
senting this design, is to show that the ground plans do 
not necessarily determine the style of exterior dress, its 
general arrangement and character will be found to de- 
serve favorable consideration.. ..Elevation, (fig. 150.) 
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— There is a constant demand for " Mansard Roofs, " aris- 
ing from an aspiration for structures signifying original- 
ity and progressiveness. The animated features of this 
style accord with activity, rather than of retirement, and 
adapt it to prominent situations, skirting the more public 
thoroughfares. The objections to such roofs result from 
their frequent misapplication. They are manifestly inap- 
propriate for retired or secluded situations, or for persons 
of purely domestic tastes. They also lose their identity 
and expressiveness when duplicated in close and continu- 
ous proximity, 
as is often done 
in towns. But 
this is true of 
any other style. 
Variety is the 
spice of archi- 
tecture.. ..Cel- 
lar, (fig. 151.) 
— Hight of 8 
feet in clear. It 

has an outside 
Fig. 151,-plan or cellab. rear entrance, is 

well lighted, and contains ample space for the furnace, 

and divisions for coal, vegetables, etc First Story, 

(fig. 152.) — Hight of ceilings, 10 feet. The accommo- 
dations are conveniently arranged, and sufficient for a 
large family. The main entrance from the piazza is 
through large double doors and a vestibule. The Hall is 
central and spacious, communicating with the principal 
rooms, and rear entry, and contains the main stairs, which 
are unusually wide and easy. The Parlor and Library, 
divided by large sliding doors, can be used separately, or 
together as one spacious room when desired. The Din- 
ing-room and Kitchen adjoin, and have the necessary 
pantries, range, pump, sink, and stationary wash-tubs, 
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with cold and hot water. A Conservatory is entered from 
the dining-room through double sash doors, adding a 
cheerful feature to this apartment, where the family spend 
much of their time. The rear may be reached from the 
dining-room in three ways — by the main hall and rear 
entry, or through the kitchen, or most pleasantly through 

the conservatory Second Story, (fig. 153.) — Hight 

of ceilings 9 feet. The divisions include a hall, four large 
chambers with closets to each, a front hall bed-room, and 
a bath-room. Each of the chambers has windows in two 
sides, giving opportunity for plentiful light and fresh air. 
The clear width 
of the room sec- 
tions, (5 yards 
each), favors the 
economical cut- 
ting of carpets. 
The main stairs 
are made con- 
tinuous to the 
attic story. The 
Bath-room is 
furnished with a 
bath-tub, wash- 
bowl, and seat- 
closet, and with Fi &- 153 -- pLA N of first floor. 

cold and hot water Construction. — The founda- 
tions, stone-sills, area stoops, framing, inclosing, flooring, 
plastering, and painting, are similar to those described 
for Design XIII. Care should be taken in covering the 
roofs, as the materials used (wood, tin, and slate), are 
entirely foreign to each other, and can only be placed in 
contact, and indirectly united. The wood should be thor- 
oughly seasoned, to prevent a future disturbance of the 
exterior covering. All flashings along the sides of the 
dormers and other uprights should be 10 inches wide, q,nd 
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double painted before being used. The conservatory is 
not floored, but is filled in with earth level with the foun- 
dation walls. A walk is laid through the center, of l l / 8 x 
4-inch slats, and the remaining space is devoted to plants. 
A furnace is placed in the cellar, with pipes to convey 
warm air to the principal rooms and halls of both stories, 
and to the conservatory. The pipes and register boxes 
for conveying warm air to the second story, are placed in 

the chimneys 
while building 
them. There am 
open fire-places 
in the principal 
rooms, with mar- 
ble mantles in 
the first story, 
and marble 
shelves in the 
chambers. Stuc- 
co cornices and 

centers, of ap- 
Fig. 153,-pla* or second ixoor propriatepat- 

terns, are put in the principal rooms and hall of the first 
story. A hall and stairway leading to the tower, is com- 
pleted in the Attic, the other portions of the third story 
are unfinished, but may be converted into pleasant rooms 
for school purposes, or chambers, as desired. 
Estimate, Cost of materials and labor : 

114 yards excavation at 20 c. per yard $22.80 

84 perches stone-foundation, at $2.75 per perch :. . . 231.00 

60 ft. blue-stone sills, steps, and coping, at 28c. per ft 16.80 

8,000 brick, furnished and laid, at $12 per M 93.00 

1,000 yards plastering, at 28c. per yard 280.00 

230 feet stucco cornices and centers, at 26c. per ft 57.50 

8,305 ft. of timber, at $15 per M 124.57 




2 girders, 4X8 in. 30 ft. long. 
2 sills, 4x8 in. 30 ft. long. 
2 sills, 4X8 in. 40 ft. long. 
2 sills, 4x8 in. 2* ft. long. 
2 sills, 4x8 in. 11 ft. long. 
9 posts, 4x7 in. 23 ft. long. 
2 posts, 4X7 in. 32 ft long. 
2 posts, 4X7 in. 12 ft. long. 
2 posts, 4x6 in. 11 ft. long. 



Ties. 4x6 in. 3."0 ft. long. 

Plates, 4x6 in. 247 ft. long. 

Perlines, 3x8 in. 215 ft. long. 
51 beams, 3x8 in. 25 ft. long. 
15 beams, 3X8 in. 21 ft. long. 
50 beams, 3x8 in. 16 ft. long. 
4 hips, 3x7 in. 14 ft. long. 

Piazza, 3x7 In. 176 ft, long. 

Piazza, 3X5 in. 86 ft. long. 



( 



i 



J 
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6 locuet posts at 80c., $1.80 ; 150 joists, at 16c., $24 $'25.80 

150 wall-strips, at lie. each 16.60 

220 sheathing, at 18c., $39.60 ; 500 lbs. tarred felting, $20 50.60 

400 clapboards, at 12c. each 48.00 

870 hemlock boards for roof, at 16c. each 59.20 

14 squares slate, at $8± per square 119.00 

20 squares tin, at $7i per square 150.00 

Cornice materials 89.62 

885 pieces flooring (9-incli), at 18c. each 6o!aO 

Piazzas and porches, complete 160.00 

9 cellar windows, complete, at $5 each 45.00 

24 plain windows, complete, at $12 each 288 00 

18 dormer windows, complete, at $16 each 288.00 

Stairs, complete. $100 ; 45 doors, complete, at $10, $450 550.00 

Closets, $80; nails, $20 50.00 

3 marble mantles, $75 ; 4 marble shelves, $25 100.00 

Ranee and plumbing 260.00 

Sky-light in conservatory 12.00 

Furnace and pipes 150.00 

Carting, average 1 mile , 40.00 

Carpenter's labor, not included above 300.00 

Painting, $220 ; incidentals, $80.31 . 800.31 

Total cost, complete $4,000.00 



DESIGN XXXVI. 

A FARM HOUSE COSTING $5,000. 

The plans here given were originally designed for the 
residence of Mr. F. H. Johnston, Easton, Md. They will 
interest those desiring a good-sized, comfortable farm- 
house Exterior, (fig. 154). — The site in this case 

being midway between the highway and a water front, 
(facing a tributary of the Chesapeake,) made it desirable 
to have two main entrances, adapted to either approach, 
and indicated the position of the kitchen wing at the side. 
The Conservatory is in an angle facing the southeast. 
The Piazza and Roof Projections are of ample breadth to 
give abundant shade, and proper effect. As a whole, the 
outlines are rounded and compact, indicating complete- 
ness and strength — always desirable features in buildings 

of this class Cellar, (fig. 155). — Hight of ceiling 8 

feet. It has 13 windows, and outside and hatch way doors. 
Openings in the chimneys provide ventilation. The ceil- 
ings are plastered, to prevent the ascent of damp and 
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unwholesome Tapora through the frame-work of the house. 

.... First Story, (fig. 156).— Hight of the ceilings in the 

main house, 11 ft. 4 in., and in the wing 9 ft. The 

main entrances lead from the piazzas, through large ' 

double doors, to the principal Hall, which is wide, and 

extends, unobstructed, through the house. The main 

Btairs occupy the space at the right, which is separated i 

by an arch that preserves the continuity of the hall ceil- . 



Fig. 1 

ing. The ordinary or family entrance is by way of the 
passage, and is convenient to all the parts of the house in 
daily use. A private stairway leads from the passage to 
the second story. The Parlor and Library are separated . 
by sliding doors, and each has a bay and other windows. 
The Dining-room at the right is pleasantly arranged ; it 
may be entered from the main hall, or through the con- 
servatory, or by the passage, or through the butler's pan- 
try. Wide double sash-doors lead to the conservatory, 



HOUSE-PLANS FOR EVERYBODY. 



211 



and single sash-doors open to the piazza through the pas- 
sage. The Kitchen has doors leading to the passage, but- 
lers pantry, cellar, and yard, and has three windows. It 
is provided with a range, pump, boiler, wash-tubs, and 
sink. The Butler's Pantry is spacious ; one end is dresser 
finished, with counter-shelf and doors above and below. 
A counter-shelf is also placed at the opposite end, with 
wash-tray and closet. The sides are shelved around, and 

have cleats and hooks Second Story, (fig. 157). — 

Hight of ceilings in the main house 10 feet ; in the wing 
9 feet. The divisions embrace six rooms, six closets, and 
the required halls. The platform of the main stairs is 




Fig. 155.— PLAIT OP CELLAR. 

level with the second floor of the wing, and from it a 
door leads to the wing passage. The Bath-room has a 
bath-tub, wash-stand, and seat-closet, and a good-sized 
closet for towelling, etc. All closets have the usual shelv- 
ing and hooks. Each chamber has marble shelves and 
stucco trusses .... Attic. — The stairs leading to this story 
are above the main flight, inclosed with narrow ceiling, 
and have a door at the foot. There are two circular win- 
dows in each end gable, and one in each front. The 
whole is floored, but otherwise unfinished, to be used as 
an open garret. . . . Construction. — The excavations are 



212 



HOUSE-PLANS FOB EVERYBODY. 



4 feet deep, and the loose earth thrown out is neatly graded 
around, leaving three feet of the foundations exposed to 
sight. The foundations are of hard burned brick, 12 
inches thick for the main house, and 8 inches for the 
wing and conservatory. Brick piers, 12 inches square, 
are built for the piazza supports. The first story frame- 
work is beam-filled with bricks, where they rest on the 
foundation. This prevents draughts of air from entering 
the house between the foundation and the frame, and 
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Fig 166.— PLAN OP FIRST FLOOB. 

also keeps mice out of the frame at this point — the latter 
is especially necessary along the lines of the main parti- 
tions. The chimneys are of hard brick, arranged with 
continuous flues from each fire-place to the top. Tin 
8-inch pipes, with the necessary elbows and register boxes, 
are inserted while building, to convey warm air from the 
cellar to the large chambers in the second story. The 
frame- work is constructed in the most thorough manner, 
of sound pine or spruce timber. The siding is of clear 
pine clapboard, laid on sheathing felt. Corniced of 
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dressed pine. Principal roofing of cedar shingles. Piazza 
and bay window roofs of tin. Flooring of narrow yellow 
pine. The first and second stories are completed in every 
respect, ready for occupation. Each of the principal 
rooms and the main hall have stucco cornices and centers. 
Arches with neat ornamental corbels are built across each 
bay window, over the |_ adjoining the main hall, and at 
the entrance of the passage leading to the bed-room in 
the second story. All sashes are l x /,-inch thick, and 
glazed with four lights in each pair. Blinds (outside) 
are properly hung and fastened to each window above the 
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Fig. 157.— PLAN OF SECOND FLOOB. 

cellar. The conservatory is substantially constructed of 
light frame-work, with no superfluous dressing to obstruct 
the light, and glazed with plain, single-thick glass at the 
sides, and ribbed glass for the roof, has a narrow walk of 
slat-work leading from the dining-room door, and is ar- 
ranged to be heated in winter from a furnace in the cel- 
lar. All parts usually painted, have two coats of best 
paint, of color and materials selected by the owner. 
Estimate, cost of materials and labor : 



368 yards excavation, at 20c. per yard 

50,000 bricks, (famished and laid,) at $13 per M 



53.60 
.00 

88 ft. blue-stone sills, at 30c. per ft 26.40 

1,300 yards plastering, at 28c. per yard 364.00 

175 " " cellar ceiling, at 16c. per yard 28.00 

330 ft cornices, complete, at 20c. per foot 66.00 

4 centers, complete, at $4 each 16.00 

14,300 ft of timber, at $14 per M :.... 900.20 



214 HOUSE-PLAHS FOB EVERYBODY. 



Sills, 4x10 in. 276 ft long. 

Ties, 4 /6 in. 490 ft. long. 

Plates, 4 <8 in. 138 ft. long. 

Perlines, 4x9 in. 214 ft. long. 

Ridges, 8x9 in. 67 ft. long. 

Ridges, 3X7 in. 20 ft. long. 

Gables, 4x6 in. 200 ft. long. 
4 posts, 4x8 in. 26 ft. long. 
8 posts, 4x8 in. 28 ft. long. 
4 posts, 4x7 in. 134 ft long. 
2 posts, 4x7 in. 12 ft. long. 



50 beams, 3x10 in. 19 ft long. 
8 beams, 4x10 in. 19 ft. long. 

10 beams. 3x10 in. 18 ft long. 
1 beam, 4x10 iu. 18 ft. long. 

11 beams, 3x9 in. 18 ft. long. 
28 beams, 3x9 in. 19 ft long. 
28 beams, 3X10 in. 10 ft. long. 
14 beams, 8x9 in. 10 ft. long. 
78 rafters, 3x6 in. 25 ft. long. 
84 rafters, 8x5 in. 15. ft. long. 

Braces, 8x5 in. 240 ft. long. 

175 joists, at 18c , $22.75 ; 400 wall strips, at 10c., $40 62.75 

800 lbs. felt, at 4c.. $32 ; 800 siding, clapboards, 10c, $80 112.00 

Cornice materials 120.00 

500 rough roofing, at 14c. each 70.00 

12,000 singles, at $10 per M 120.00 

11 squares tin, at $9 per sonars 99.00 

450 ft. vallevs, gutters, and leaders, at 10c 45.00 

5,366 ft. flooring, at 3c. per foot 160.98 

13 cellar windows, complete, at $6 each — 78.00 

80 plain windows, complete, at $12 each 360.00 

2 bay windows, complete, at $60 each 120.00 

2 dormer windows, complete, at $20 each 40.00 

4 stairs, complete 150.00 

88 doors, complete, at $12 456.00 

Piazza and stoops, exclusive of floors and roofing 250.00 

Conservatory, complete 150.00 

Mantles, complete 102.00 

Pantry and closets, complete 75.00 

Nails, $24 ; Carting, average 1 mile. $50 74.00 

Range and plumbing, complete 250,00 

Carpenter's labor, not included above 450.00 

Painting 272.00 

Incidentals 29.07 

Total cost, complete $5,000.00 



DESIGN XXXVII. 

A HOUSE COSTING $7,000. 

The accompanying plans were designed for a suburban 
residence erected during the past year by Mr. Bernhard 
Greeff, at College Point, Long Island, N. Y. The geneni 
outlines were determined with especial reference to the 
location — which is elevated, overlooking the East River 
to the north and west, Flushing bay, and the village to 
the south, and with an eastward frontage to the street, 
giving pleasant views in all directions. With these points 
fixed, it is easy to see the propriety of placing a broad 
side to the bleak or northern exposure, and putting such 
breaks or angles as are required in the more sheltered 
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directions Exterior, (fig. 158.)— The style of this 

example is homelike, and shows to the hest advantage 
when placed in comparison with those of more fanciful 
design. Sufficient irregularities are made in angles and 
projections to give variety. The details shown in the 
front finish are continued around the sides and rear. The 



Fig. 158.- 

higbt of the rear wing is one story less than the main 
house. While the appearance of this house is agreeable 
on every side, the most pleasing is from the southerly di- 
rection .... Cellar, (fig. 159. ) — Hight of ceiling 7 feet, 
of which i feet are above ground. All parts are well 
lighted with windows, except the hall, which has a sash- 
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door with iron guard. The Laundry has an open stair- 
way to the kitchen, and is provided with wash-tubs. A 
water-closet is placed under the stair. A furnace is 
placed in the northern division of the cellar, with pipes 
for conducting warm air to each room and hall in the two 

stories of the main house, and to the bath-room First 

Story, (fig. 160.)— Hight of ceilings in main house 11 

feet ; in rear 
wing 8 feet 5 
inches. The 
Front Entrance 
is through a ves- 
tibule leading to 
the main hall. 
The Hall is 
large, contains 
the principal 
stairs, with a 
closet under 
them, aud com- 
municates with 
the parlor, sit- 
ting-room, and 
rear entry. The 
Sitting or Fam- 
■ ■ ■ ■ ily-room is ar- 

Fig. 159,-plan op cellar. imgeA to be the 

pleasantest apartment, has double windows front and 
rear, (the rear ones opening to the floor), and a large bay- 
window giving an outlook in three directions. Each of 
the principal rooms has grates for open fires, side registers 
leading from the furnace, and marble mantles. The Rear 
Entry communicates with the several apartments, and the 
rear piazza. The Kitchen has an elevated range, boiler, 
sink, drain-board, two closets, and enclosed stairways 
leading down to the laundry, and up to the second story; 
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it communicates with the dining-room through the but- 
ler's pantry, the latter is "dresser-finished" with sash- 
doors, copper wash-trays, etc Second Story, (fig. 

161.) — Hight of ceiling in main house 10 feet, in wing 9 
feet, with side breasts 5 feet. The floor of the wing is 
level with the platform of the main stairs. The full ceil- 
ing above this platform is arched over, and conceals the 
roof angle of the 



wing. An inside 
and smaller arch 
leads to the pas- 
sage beyond. 
Both of these 
arches may be 
seen from the 
lower hall, and 
are pleasing fea- 
tures. An arch 
between the clos- 
ets at the oppo- 
site end of the 
hall makes an 
alcove to the hall 
window. The 
room divisions 
are similar to 
those of the first 
story. Closets 




Fig. 160.— PLAN OP PIBST FLOOR. 



are provided for each chamber. The Bath-room is con- 
veniently arranged and furnished. . . . Attic. — Hight of 
ceiling 9 feet, with breast-walls 3 feet. There are 3 good- 
sized chambers, a hall, and 7 closets in this story. Four 
dormer and three gable windows are provided . .-. . Oon- 
stuction. — The time allowed for the erection of most 
buildings is too limited. Although this house was built 
by contract, no haste was enjoined, six months being 
10 
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CHAMBER 
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allowed for its completion, giving the builder an oppor- 
tunity of selecting the materials and workmen, and of ap- 
plying the parts in their proper time and order. The 
exterior foundation walls, to the level of the ground, are 
of broken stone, 18 inches thick ; the balance of hard 
brick, 12 inches thick. The frame is of full-sized tim- 
ber ; all beams and studding are placed 16 inches from 
centers. The siding-boards are 6 inches wide, rabbeted, 

and laid 5 inches 



to the weather, 
on stiff tarred 
"she a thing- 
board," weighing 
r/ g pound to the 
square yard. The 
exterior frame 
is "filled in" 
with pale brick. 
The main and 
wing roofs are 
covered with 
Keystone slate 
on tarred felt 
over hemlock 
boards. The 
main gutters are 
of double cross 




Fig. 161.— ELAN OF SECOND FLOOR. 

tin, laid in with the slate as shown in Design V. The 
roofs of the piazzas, and bay-window, are of single cross 
tin. The cellar bottom is concreted with hydraulic cement 
and gravel, 3 in. thick. The laundry and cellar hall have 
the usual wide flooring, and are thoroughly plastered and 
finished. The partitions in the cellar, and the coal-bins 
are of dressed plank. All the floors in the two principal 
stories are double, the first being of ordinary dressed floor- 
ing — the second is "parquet" flooring laid of */ 4 X2 l / 9 - 
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inch yellow pine, and black walnut. The black walnut 
is used only in the borders and centers. These borders 
are made by laying from five to eight courses of alternate 
woods all around the rooms, ending at the hearths. The 
widths and arrangements are changed slightly in the dif- 
ferent apartments, to give variety. These floors are in- 
tended to dispense with the use of carpets ; rugs, covering 
the central portions of the floor, being adopted in their 
place. Unlike the stationary carpet, these may be easily 
removed for airing, and the floors cleaned daily if desir- 
able. The three upper stories are hard-finished, on two 
coats of brown mortar. Each room and hall in the first 
and second stories of the main house have suitable stucco 
cornices and centers. The interior wood -finish is com- 
plete, all of clear and seasoned materials. Bronzed hard- 
ware is used in the first story, and porcelain in the balance 
of the building. Gas-pipes are inserted for thirty lights, 
properly distributed through the house. Five bells are 
included in the fittings. All wood, tin, and exterior brick 
work has two coats of best paint. The outside doors, and 
the halls, are grained in imitation of hard woods. The 
stair rails, door saddles, and the hard-wood flooring, are 
rubbed with linseed oil. The following are the estimates 
of the cost, as per contracts : 

Mason work, completed $1,650.00 

Roofer's work, " 337.00 

Carpenter's work, " 3.573.00 

Plumber" s work, u 590.00 

Furnaces, " 200.00 

Mantles, " 300.00 

Painter's work, " 350.00 

Total ....$7,000.00 
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DESIGN XXXVIII. 
A HOUSE COSTING $8,000. 
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These plans were designed for a large and convenient 
house, arranged to embrace nearly all of the modern im- 
provements. Figure 162 is the perspective view of a house 
recently built from these plans, for Mr. J. M. Peck, at 
Flushing, L. I. The general characteristics of the exte- 
rior are expressive of refinement and cheerfulness. There 
is considerable novelty in some of the outlines and details 
of construction. It will be seen that the Tower is five 
stories high, or two stories above the attic of the main 

house, affording a 
lofty outlook. All 
the long horizontal 
lines of cornice are 
broken up by truss- 
heads, which are 
ornamental in 
themselves, and 
give relief from the 
depressing appear- 
ance of such long 
lines. The Dormer 
Windows of the 
main house have 
projecting pedi- 
ments, with turned 
columns resting on 
Fig. 163.-FLAN of cbllab. the outer edge of 

the main cornice. The Inclosing of this house is the 
same as that described for Design XXXII. The Man- 
sard part of the main roof and tower is covered with dark 
slate, laid on sound boards, covered with felt. All other 
roofs are tinned in the best manner .... The Cellar ex- 
tends under the whole house, and has outside and cross- 
walls of hard brick, which, with the chimneys and area, 
are built as described in XXXII. A Furnace is put in 
at F, and enclosed with brick, and 10-inch tin pipes are 
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provided to convey hot air to the parlors, library, dining- 
room, and hall of the first story, to five rooms in the sec- 
ond story, and to the tank-room in the attic story .... 
The First Story contains a large Hall, Parlor, Library, 
Dining-room to be used as a Living-room. Kitchen, But- 
ler's and other Pantries, Wash-room, two flights of Stairs, 
the principal one in the main hall, and a private one ad- 
joining the wash- 
room. The Main 
Hall is 7 feet 
wide, and is en- 
tered from the 
piazza through 
heavy front and 
vestibule double 
doors. The front 
doors are full 
hight, and have 
quarter -circle 
plate glass " sky- 
lights " in them. 
The vestibule 
doors have plate 
glass upper pan- 
els, with transom, 
and half -circle 
head-light. 
Double doors 




Fig. 164.— PLAN OP MAIN FLOOR. 



open from the hall to the parlor and to the dining-room, 
and large sliding doors separate the parlor from the li- 
brary. The Dining-room has a large bay-window, mar- 
ble mantel, china closet, and adjoins the butler's pantry. 
The Kitchen is arranged with such conveniences as would 
delight the most enthusiastic housekeeper ; has large 
closets, range, sink, cold and hot water, adjoins the 
wash-room, cellar stairway, and private passage, and com- 
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municateB with the dining-room through the bntIer*B 
pantry. The Range has an elevated oven, warm closet, 
and water-back. To secure a perfect ventilation, a large 
register is placed in the flue of the chimney, which creates 
so strong a draft that the air in this room can all be 
changed in a few minutes. The left-hand flue of the 
kitchen chimney contains the pipes that convey warm air 
from the furnace to the bath and tank rooms. The wash- 
room contains 
the copper boiler 
and wash -tubs, 
and has a closet 
under the private 
stairs. The sink 
is large, and is 
provided with 
large drain- 
boards at each 
side, and a row 
of closets under- 
neath. The But- 
ler's Pantry has 
complete fittings 
of drawers, shelv- 
ing, oval copper 
wash - tray, and 

wash stand with 
Fig. 165.-PLA,, of iecosd aTOB T. mMe ^ ^ 

is provided with cold and hot water. A Passage or pri- 
vate hall is arranged to connect with the principal hall, 
kitchen, private stairway, and rear entrance ; by this plan 
the principal housework can be done without intruding 
in any way on the main hall or principal rooms of the 
house .... Second Story. This story contains a good- 
sized hall, 4 large chambers, a private study, bath-room, 
store-room, six large closets, and private stairway. The 
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principal flight of stairs is made continuous from the first 
floor to the attic ; an arch is placed across the narrow 
part of the hall in this story, near the first landing of the 
principal stairs, and is in full sight from the hall below, 
imparting a cheerful and finished appearance. . . . Attic, 
or Third Story — This story is finished throughout, and 
is divided into a hall, two large chambers, with closets 
to each, tank-room, and large attic. The stairs to the 
tower are closed in, and have a door at the foot. The hall 
is lighted through 
a sash-door from the 
tank-room. The 
large attic-room at 
the right has two 
doors opening from 
the hall, and mav be 
divided into two 
rooms if required. 
A large upper room, 
where noise will not 
disturb the occu- 
pants of the lower 
parts of the house, 
will always be found 
valuable for school 
and play-room pur- F te« 166.— plan of attic. 

poses, especially in cold or stormy weather, and when sup- 
plied with a table, benches, maps, books, and apparatus 
for instruction and entertainment, will afford the younger 
members of the family opportunity for development and 

exercise General Eemarks. — Many people, who 

would adopt this general plan, might conclude that the 
style of the exterior is too elaborate and costly. It must 
be obvious to any one that the internal arrangements, 
and ground plan of houses, should be made to conform to 
the necessities and requirements of those who are to oc- 
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cupy them ; and these parts being of the first importance, 
should receive the first consideration. Such ground plans, 
however, do not decide, or even indicate, the style, char- 
acter, or expense, of the outside dress that may be put 
upon them. Different people have entirely different char- 
acters, tastes, and resources, and the external appearance 
of their homes should signify those general qualities and 
characteristics, and also accord with, and conform to, all 
the circumstances of location, and relation. . . . The Esti- 
mate in detail provides for all work to be done in a sub- 
stantial manner, of the usual materials. The exterior 
and interior wood finish is of clear pine lumber. The 
Plastering is hard-finished, on two coats of brown mortar. 
Appropriate Cornices, Centers, and Panels, in stucco, are 
intended for the hall, parlor, library, dining-room, and 
the two front chambers in the second story. 6r#s-pipes 
are inserted in the frame-work of the house, with connec- 
tions arranged for 37 attachments. These are easily put 
in during construction, and even when the house is lo- 
cated far from any city or village having gas, thfere is 
strong probability that ere long we shall have convenient 
apparatus for making and supplying gas to isolated dwell- 
ings .... Plumbing is provided as described in Design 
XXXII, except that the plumbing required for the butler's 
pantry, is here added. Bells are put in, with their wires 
running through zinc tubes concealed in the walls. The 
front-door pull leads to a gong in the kitchen. The din- 
ing-room has a bell leading to the school-room in the 
attic. Each chamber in the second story, and the bath- 
room, has a bell leading to the kitchen, and the largest 
chamber has a bell leading to the attic. Speaking-tubes 
are provided for communication between the second story, 
hall, and bath-room, with the kitchen .... Painting. — 
The body of the outside is in warm-gray ; the principal 
outside trimming in pure white, with thin separating lines 
in light drab, and blinds in dark-bronze color. All wood, 
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tin, and brick work, usually painted, both inside and 
outside, has two coats of the best lead and oil. All doors 
are grained — and all hard- wood, such as stair-rail, balus- 
ters, and door-saddles, are rubbed in oil. 
Estimate : 

216 yards excavation, at 80c per yard $43.90 

39,000 hard brick, at $9 per 1000 288.00 

6,000 pale brick, at $5* per 1,000 38.00 

Materials for plastering, and lath 800.00 

70 ft. stone steps and coping, at 30c 21.00 

Labor for all the mason work 600.00 

18,268 1\. timber, at $15 per M 198.87 



lsiU, 4X8 in. 242 ft. long. 

1 tie, 4x6 in. 484 ft. long. 

2 posts, 4x8 in. 42 ft. long. 
2 posts, 4x8 in. 19 ft. lone, 

1 deck plate, 3x8 in. 156 It. long. 
6 hips, 3x10 in. 22 ft. lone. 
1 sill (piazza) 4x7 in. 114 ft. long. 
1 plate " 3x8 in. 90 ft. long. 
1 beam u 3x6 in. 60 ft. long. 



12 posts, 4x8 in. 36 ft. long. 

1 plate, 4x6 in. 360 ft. long. 

112 beams, 3x8 in. 16 ft. long. 

56 " 8X8 In. 22 ft. long. 

32 " 3X8 in. 12 ft long. 

28 " 3x8 in. 8 ft. long. 

8 " 3X8 in. 18 ft. long. 
52 " 2X6 in. 13 ft. long. 

1 " 2X7 in. 28 ft. long. 



300 joist, 8x4 in. 13 ft. long, at 22c. each 66.00 

350 wall strips, 2x4 in. 13 ft. long, at lie. each 38.50 

928 tongued and grooved sheathing boards for sides and roofs, at 

25c.cach 932.00 

300 lbs. tarred paper, at 5c. per lb 15.00 

663 novelty clear siding-boards, at 30c. each 198.90 

416 ft. main cornices, water table, corner boards 416.00 

29} squares of tin roofing, at $8 per square 236.00 

17 squares of slate, (no openings allowed) at $10 per square 170.00 

13 cellar windows, complete, at $12 each 156.00 

1 bay-window, complete 100.00 

30 windows, first and second story, and tower, complete, at $17 each 510.00 

13 dormer windows, complete, at $23 each 999.00 

3 piazzas, (except tinning), complete 400.00 

1 balcony, (except tinning,) complete 35.00 

1 hood, (except tinning), complete 50.00 

480 flooring-boards, 6-inch, at 25c each 120.00 

160 flooring boards, 9-inch ^ 46.00 

Stairs, complete 200.00 

14 closets and pantries, complete 130.00 

50 doors, complete, at $15.20 each 760.00 

4 marble mantles, complete 125.00 

Furnace and range, (set and piped, ) complete 400.00 

Plnmbing, complete 300.00 

Painting 400.00 

Carpenter's labor, not included above 800.00 

Cartage, average 1 mile 115.00 

Incidentals 197.53 

Total cost of materials and construction $8,000.00 
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DESIGN XXXIX. 

CONTIGUOUS HOUSES, COSTING $1,000 EACH. 

These plans were originally prepared for six connected 
cottages, just completed, for Mr. Fred. Storms, (manu- 
facturer), at Bayside, L. I. They were designed to give 
the largest amount of accommodation, convenience, and 
finish, possible,- for one thousand dollars each, and are 
especially adapted to rapidly filling localities, or manu- 
facturing districts. By this system of building in blocks, 
a very large saving is made in materials and labor, at first, 
and little expense is required to keep them in order after- 
wards. Where desired, the introduction of gas, or water- 
pipes, may be made, from one to the other direct, at 
small cost. Such connected houses are really more com- 
fortable than separate ones, as they protect each other at 
their sides from the extreme changes of the outward tem- 
perature ; and are therefore warmer in winter, and cooler 
in summer. The site chosen in this case is elevated, and 
has a westward frontage, securing the important advan- 
tages of good drainage, and the admission of direct sun- 
light to every room. . . . Exterior, (fig. 167). — Building 
in blocks is a favorite mode with many large owners of vil- 
lage property. The chief objection to a majority of such 
erections is their formal and stiff appearance, arising from 
a monotonous uniformity, a repetition of parts, and the 
overpowering predominance of horizontal lines — partak- 
ing too much of the city-street style. To overcome such 
objections in this design, simple but effective irregulari- 
ties were introduced, so that really no two dwellings are 
alike. The sky-lines are broken and varied ; the main 
roofs have pedimented projections — with Mansard sec- 
tions intervening ; all horizontal lines are either shortened 
or omitted, leaving vertical ones to prevail, and the win- 
dow openings are varied in their form and distribution. 
While these several features are essential to the good ap- 
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pearance of 
such build- 
ings, giving 
them the 
pleasing ele- 
ments of va- 
riety and pic- 
turesque- 
ness, they do 
not add very 
materially to 
the cost. 

Cottages de- 
si gned for 

simple dwell- 
ings, wheth- fjjJJ , 
er built apart u -*-««jj 
or connect- 
ed, should, 
as far as pos- 
sible, pre- 
serve their 
identityas 
cottages, 
and if des- 
tined for un- 
dulating and 
picturesque 
situations, 
should be 
outlined to 
accord with 
their sur- 
roundings. 
Inte- 
rior. — The 
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following description of rooms has reference to the house 
at the extreme left ; its relation with the adjoining one 
is shown by the dotted sketch at the side. All have 
equal accommodations ; this and two others are similarly 
arranged, the remaining three have their sides reversed. 
.... Cellar, (fig. 168.) — Hight of ceilings 6 1 /, feet. It 
is thoroughly floored, has outside entrances front and 
rear, and being well out of ground, is light and airy, and 
is adapted to general use for the coarser work. Bins for 
coal are placed where they may be readily filled from the 
front window. One corner is partitioned off for a bath- 
room and water-closet. The window to the latter is 
shielded by a latticed inclosure beneath the rear lobby, 
adding to its privacy. The rear area not being protected 
by the rear stoop, has hatchway doors to be used in stormy 
weather. The Stairs lead from near the front door, to 

the main hall of the first story First Story, (fig. 

169.)-— Hight of ceilings 10 feet. A hall, parlor, and 
living-room are embraced in the divisions. The Hall is 
entered from a neat porch, contains the main stairs, and 
leads to the parlor, living-room, and the cellar stairs. 
The Parlor is pleasantly arranged, with double windows 
in front, has neat stucco cornices and centers, and a mar- 
ble mantle. The chimney-breast is placed to allow suffi- 
cient space between it and the central partition, for a 
piano, or other large piece of furniture. The Living-room 
is of good dimensions and shape, has two windows, a 
closet, a large fire-place, and a sink. The door leading 
to the rear lobby has glass upper panels, admitting addi- 
tional light in the room in pleasant weather, when the 
lobby door will be likely to stand open, and through it 
the lobby will be lighted at night from within. The 
Main Stairs, leading to the second story, are of the "quar- 
ter-circle" pattern, and are neatly finished with hard- 
wood railing, with- a niche above Second Story, 

(fig. 170. )— Hight of ceiling 9 feet. This story is divided 
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into a small hall, two chambers, two bed-rooms, and 
three closets. Each of the rooms is well lighted, and 
chimney-breasts, with marble shelves, and stucco trusses 

are finished in each chamber Construction. — The 

average depth of the excavations below the surface is three 
feet. The Foundation walls are of brick work, 8 inches 
thick, those for the exterior are 7 ft. 4 in. high, showing 
an average of 4 ft. above the final grades. (In this par- 
ticular case, the site being elevated, only 4 inches of ad- 
ditional filling was required in the grades, the balance of 
the loose earth being used to fill more depressed grounds). 
All interior cross-walls of brick are omitted, their places 
being supplied with brick " footings " and frame- work. 
These brick footings are laid in trenches 4 inches below 
the cellar bottom, and are 8 inches high and wide. Sills 
of 4x6 timber are laid on the center of these footings 
(edgewise), leaving a margin of 2 inches on each side for 
the support of the ends of the cellar-floor beams. Girts 
are put above the sills (also of 4x6 timber), anchored to, 
and level with the outer foundation walls, and are sup- 
ported by studding and braces, thus forming an inexpen- 
sive and substantial division and bearing between the cel- 
lars. The principal frame is of regular-sized sawed tim- 
ber, thoroughly framed and braced. The sidings are of 
clear pine clapboards, laid on hard-rolled sheathing-felt. 
The upper roofs are covered with 10 charcoal tin, "tern- 
plate," and the Mansard sections are slated on hemlock 
boards. The interior flooring is of 7-inch milled spruce ; 
outside flooring of 4Y 9 -inch milled pine. To prevent the 
transmission of sound, all the main divisions of frame- 
work between the houses are deafened by a filling of pale 
brick and mortar. The cellar ceilings and side walls are 
white-finished on one coat of brown mortar. All other 
plastering is hard-finished on two coats of brown mortar. 
Circular ventilators are placed in each gable, and two 
ventilators made to resemble the chimney tops are placed 
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on the higher or central ridge of the roof, to allow for the 
escape of heated air from beneath the roofing. All win- 
dows have r/,-inch sash, of four lights each ; those in 
the cellar are hung with butts; all above are balanced 
with iron weights, and have outside blinds. The doors 
are first quality, four-panelled. The interior casings are 
of clear pine, and are neatly moulded, and the parlor 
windows have panelled backs. The Painting is done as 
described in Design XIII, except that the blinds are 
of a chocolate color. 

Estimated cost of materials and labor : 

Mason's materials and labor $1,360.00 

Lumber of all kinds 1,160.00 

Tinning and slating, (complete) 900.00 

Boiled lining. $30 ; porches and lobbies, $276 306.00 

Cornice materials, (prepared at mill) 120.00 

Sash, doors, and blind* 400.00 

Stairs, with outside steps, with railings 500.00 

Shelving and sundries . 325.00 

Nails, $65 ; hardware, $300 . . 365.00 

Painting, $300; cartage, $85 385.00 

Carpenter's labor, not included above 800.00 

Total cost of six Dwellings $6,000.00 

Mr. Storms added about $1,000 to the total cost of six 
buildings in plumbing, sewers, gas-pipes, and in fencing 
separate front and rear yards, to each house. As these 
improvements are not generally required, they are omit- 
ted in the estimate. 



DESIGN XL. 

CONTIGUOUS HOUSES, COSTING $2,000 EACH. 

. These designs were prepared for a block of five houses 
erected last year for Mr. Geo. Storms, facing one of the 
principal avenues at Bayside, L. I. The entire structure 
is 90 feet long, running north and south, and occupies 
half the avenue end of a village ground plot. One end 
section being a " corner," has a portion devoted to busi- 
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ness purposes, the balance of the building is used exclu- 
sively as residences. They are thoroughly furnished with 
ranges, heaters, pipes for cold and hot water, and gas, 
and complete sewerage. The desirability of these build- 
ings is proved by the fact that all of them were engaged, 
and several occupied, before they were fully completed. . . . 
Cellars, (fig. 172. ) — Hight of ceilings, 7 feet. Each is well 
lighted, and has outside entrances from the street and 
from rear yards. A hall, laundry, and water-closet are 
floored and otherwise finished off ; the balance is unfin- 
ished, to be used as a cellar for fuel and vegetables. The 
Laundry has a set of stationary wash-tubs, with cold and 
hot water. The Water-closet has an outside door leading 
from the rear yard, (this is designed to obviate the neces- 
sity and unsightliness of the usual out-buildings). The 
Fire-places shown are left open, and have continuous flues 
the whole hight of the chimneys. These flues being 
heated through contact with the upper fires, insures a 
thorough ventilation of this story.. .. Elevation (fig. 
171.) — This building appears well from all directions, is 
imposing in outline, animated in details, and nicely pro- 
portioned — the hight agreeing with its breadth; the open- 
ings and dressings are changed in each story, to give di- 
versity, the whole being well suited to its very public and 
prominent situation. The "corner" building has an ob- 
servatory extending above the main roofs, indicating its 
terminal position, and adding an agreeable feature of 
irregularity in the sky-lines. The street end at the rear 
of the tower has a Mansard roof with two dormers ; the 

opposite end shows a full pediment First Story, 

(fig. 173.) — Hight of ceilings in four houses, 10 feet. 
The floor in the corner building is lowered 2 1 /, feet, mak- 
ing that part 12 1 /, feet in the clear. A hall, parlor, din- 
ing-room, and kitchen, are finished in each of the four 
houses, and a store, kitchen, and entry, in the corner 
building. Each of the parlors has a large bay-window, 
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and iH divided from the dining-room by sliding-doors. 
The Dining-rooms have two cloaete each. The Kitchens 
are conveniently arranged with closets, ranges, boilers, 
and sinks. The Store is fair-sized, has a double door 
entrance from the avenue, and has a wide stairway lead- 
ing directly from it to the cellar. The Kitchen at the 
rear is for the use of the parties doing business in the 
store. The Family Entrance to the corner building is 
, .,„ | from the street 

twain |f porch. 1 




K CORNER BUILDING.. 



Fig. 173.— -PUN O 

rooms in each house is fitted as a bath-r 

leading to the attics are placed above the main fl 

with a door at the foot of each Attic, (fig. 175.) — 

The Attic of the corner building is partitioned off, and 
finished as shown, with ceilings 9 feet high, and has an 
inclosed stairway leading to the observatory. The latter 
is 7 feet square in the clear, and is also finished. Each 
of the four adjoining attics arc plastered on their sides, 
but have no partitions Constkuction. — The Excava- 
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tions are made in the earth for the corner building, to 
the depth of 5 1 /, feet — and for the others, 3 feet. The 
foundations are of 8-inch brick work. The frame is of 
sawed, seasoned timber. The main division walls be- 
tween the houses are deafened, by filling with pale brick 
and mortar, "laid flat." The sidings are of clear pine 
clap-boards, laid on rolled sheathing. The Mansard Koof s 
for front, one end, rear, and the tower, are slated ; all 
other roofs are tinned. The interior walls and ceilings 
of the two full stories are hard-finished on two coats of 
brown mortar; 



the balance is 
white-finished on 
one coat of "laid 
off" brown mor- 
tar. The halls, 
parlors, dining- 
rooms, and store, 
have stucco cor- 
nices and centers 
in each, and the 
openings to the 
bay windows are 
arched and 
moulded. Mar- Fi S- 174 ~ PLJLN OP second floobs. 

ble mantles are put in the principal rooms, and marble 
shelves and stucco trusses are put in the large bed-rooms. 
Fire-place heaters are put in the parlors, with pipes con- 
necting them with registers in the second story. The 
bath-tubs and water-closets are cased with black walnut. 
.... To give an exact idea of the plumber's work, the 
specification used as a guide in its introduction is here- 
with given. — Plumbing: 

There must be a hopper water-closet and a wash-tub 
with three apartments put in each basement. A JSTo. 2 
range, with elevated oven, and water-back ; a 30-gallon 
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CHAMBER 
10 x 16 
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OPEN ATTIC 
17- ** 33 



oval-topped copper boiler of Croton pressure strength, 
resting on an iron Lockwood Stand, and an 18 X 30-inch 
iron sink in each kitchen ; a bath-tub, 5 feet long, lined 
with planished copper; a wash-stand, with 14-inch bowl, 
marble-top and wall plates ; a pan water-closet, with 
bowl, pull, and crank attachments ; and a tank, V/ % X 
r/ a x3 feet, lined with sheet lead, in each bath-room. 
All supply pipes to be of galvanized iron, of the following 
sizes: The main of r/,-inch, 93 feet long, laid in the cel- 
lar bottom below the foundation walls, near the rear 

chimneys, one 
end to extend 
outside the build- 
ing for street 
c connections. 
Branches of 3 / 4 - 
inch leading 
from the main 
supply to the 
tank, with sec- 
ondary branches 
leading to the 
hopper-closet, 
wash-tubs, and 

Fig. 175. -PLAN OF ATTICS. S { n ^ ^11 Other 

water-pipes to be of lead, as follows: For cold water lead- 
ing from the tank, to the bath-tub, water-closet, and 
boiler ; and for hot water leading from the boiler, to the 
sink, wash-tubs, and bath-tubs, of A 6 / 8 -inch; for connec- 
tions between the water-back and boiler of AA 8 / 4 -inch; 
and for wash-stands of A Y 2 -inch. The water and hop- 
per closets are to have traps of 4-inch, lead, connecting 
them with the soil pipe. Ventilating pipes of 2-inch tin, 
to lead from the 4-inch traps to above the roof, and have 
cone-shaped covers set 2 inches above their openings. 
The soil pipes to be of 4-inch iron, and lead from the 



t 



-$ 



BEDRt 
7x10 



-Ai- 



CHAMBER 

10*14 



i 



HOUSE-PLANS FOR EVERYBODY. 239 

second floor to the tile drains at the rear and below the 
cellar bottom. Waste pipes to be of r/ 2 -inch, with traps, 
all of lead, leading from the bath-tub, wash-bowl, sink, 
and wash-tubs, to the soil pipe. Brass lever " stop and 
waste " cocks must be put iu the branch supply pipes near 
the basement floors, and in the pipes leading from the 
tank to the boiler. A " Fuller's " Tank Regulator to be 
connected with the supply pipe leading to the tank. A 
" Sediment " cock must be attached to empty the boilers, 
with pipes leading to the waste pipes of the sinks. Fin- 
ished brass B / 8 "compression" cocks, with flanges, and 
thimbles, must be provided for the sinks and wash-tubs, 
and similar cocks, silver-plated, for the bath-tubs ; plated 
swing cocks for the wash-stands. Self-acting compres- 
sion cocks must be put in the connections with the hop- 
per closets. Plugs, with chains, must be put in each 
wash-tub and bowl, and trap-screws put in all traps. 
Finally, all to be properly connected, in a substantial 
and workman-like manner, and warranted one year, with 
ordinary use. 

Estimate for cost of materials and labor : 

Mason's materials $2,200.00 

Lumber of all kinds 1,950.00 

Slate and tin 450.00 

Rolled sheathing 60.00 

Cornices, etc., from mill 250.00 

Porches and stairs, with railings 800.00 

Hardware and nails 400.00 

Mantles 360.00 

Plumbing, gas-pipes, and sewers 940.00 

Doors, sash, and blinds 725.00 

Cartage 100.00 

Carpenter's labor, not included above 1,300.00 

Painting _*^0? 

Total cost, of five Houses $10,000.00 

Average cost, $2,000 each. 
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Sliding Doors 198 

Small Beginnings 10 

Southern House Requirements 88 

Space for Furniture and Wall Orna- 
ments 51 

Space for Piano 230 

Speaking-tubes Saving Steps 68 

Spreading, in place of Stilted, 

Houses 152 

Squeaky Stairs, Effect 103 

Stairs Continuous to Attic 224 

Stair - Landing, near Center of 

House 183 

Stairs, Platform 165 

Stairs, Quarter Circle at Top 48 

Stairs, Quarter Circle, Midway their 

Hight 182 

Stairs to Tower 224 

Stearate of Lime 25 

Stone, Convenient Hight to Build.. 150 
Stone for Building, Random Dress- 
ed 149 

Stone Walls with Brick Angles 162 

Storm Doors 41 

Stucco Cornices and Centers 219 
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Unsightly Out-buildings Obviated.. 233 

Unwholesome Vapors 122 

Style determined by Roof 49 

Suggestions as to Balloon Framing. 73 
Superintend^ Constniction,Points.l45 
Sweetening Cellars 190 

T. 

Tanks secured from Frost... 95 

Taste in Painting 81 

Temporary Cellar 11 

Tendency to Self-Destruction in 

Buildings 191 

Time allowed for Building 217 

Tinning, Raised Groove and Lock- 
Joint 201 

Tin, Single and Double Cross 218 

Tower and Attic 108 

Tower, Five Stories High 221 

Truss Heads for Cornices 221 

U. 

Underpinning 108 

Unity in Design 128 

Unobstructed Hall, Stair Space 210 



V. 

Valleys and Gutters 189 

Ventilating Cellars 125 

Ventilation 109 

Ventilation Sewage 151 

Vertical Side Walls in Mansard Roof 200 

Vestibules 198 

Views and Principal Rooms— Rear. 171 
Vines and Creepers for Decoration. 159 

W. 

Walks in Conservatories 208 

Walls and Chimneys interlaced.... 189 

Weight of Slate and Tin 83 

Well, How Constructed 178 

What Color to Paint 75 

Why Contractors Differ in Estimat- 
ing 104 

Yards, Front and Rear, Fenced 232 

Yards of Carpet 207 

Year, Plumbing Warranted for a. . .239 

Z. 

Zinc Ridge Plates, and Flashings. .138 



JUST PUBLISHED. 



Winter Greeneries 

AT HOME. 

By Rev. E. A. JOHNSON, D. D. 

Author of " Half Hour Studies of Life," etc, etc. 



This Volume differs from mnsl other works on winter gardening. In giving 
the results of actual practice. The author for several years past baa fonnd re- 
creation In beautifying his study with plant* ; his work has reunited In so 
much enjoyment to himself and his friends that he has been induced to tell 
what he did, and how lie did it. The hook .is not a mere dry sot of directions, 
but its teachings are presented in the pleasant f iirm of letters toanmcyonng 

and this allows a genial personality to pervade the work, and makes it withal 
readable, as well as Inn tractive. It is a must excellent guide to successful win 
ter-gardening, as suited to American homes, with our peculiar domestic stir, 
roundfngs, and those who follow its teachings will r«acli a satisfactory measure 
of success. The engravings Include several representations of the author's study 
FINELY ILLUSTRATED. Ifcno. PRICE, POST-PAID, fl. 

ORANGE JlTOD COMPANY, 245 Broadway, New York 



JUST PUBLISHED. 

TALKS ON MANURES. 

By JOSEPH HARRIS, M. S. 




While we have no lack of treatises npon artificial fertilizers, there lino work 
In which the main stay of the (arm— the mannre made npon the farm— Is treated bo 
satisfactorily or thoroughly aa In this vol a mo. Starting with the question, 

" WHAT IS MANURE •? » 

the anther, well-known on both sides of the water by his writings, ntnathrongh tn 
sufficient detail every aonrco of manure on the [arm, discussing the methods of 
mating rich manure ; the proper keeping and applying It, and especially the 

USES OF MANURE, 

and the effects of different artificial fertilizers, as compared with farm-yard 
manure, npon different crops. In this he makes free use of the striking series of 
experiments instituted years ago, and still contlnned, by Lawes and Gilbert, of 
Rothamsted, England. The 

REMARKABLE TABLES 

In which the results or these experiments are Riven, nre here for the first time 
made accessible to the American farmer. In fact, there la scarcely any point re- 

that Is not treated" and while the teachings are founded upon the most elaborate 
scientific researches, they are an far divested or the technical language of science 
as to commend themaolves to farmers as eminently "practical." It is not often 
that the reaulta of scientific in vesttsfltions are presented In a manner so thoroughly 
popular. 12mo. PRIC E. PO ST-PAID. (1.50. 

OEANCrE JTJSD COMPANY, 245 Broadway, New York. 



JUST PUBLISHED. 

FOOD FROM THE FAR WEST; 

OR, 

AMERICAN AGRICULTURE. 

WITH SPECIAL REFERENCE TO THE 

Beef Production and Importation of Dead Meat from 

America to Great Britain. 

By JAMES MCDONALD, 

Author & the Highland and Agricultural Society's Prize Essays on tie Agriculture 
of the Countiesof Caithness, Fife, Boss, anil Cromarty, etc, etc. 

It is sometimes an advantage to have portion! of onr own country described 
by a stranger, as many points which au American regards as matters of course, 
strike him as novel and of Interest, and i( the writer from abroad be a good 
observer, be fs Likely to give US a fuller account tban woold an American 
describing the same territory 

As the Special Commissioner of tbe "Scotsman '• dispatched to the United 
States to stndy American Agriculture. Mr. Macdonsld has devoted much time 
In familiarizing himself rith the soil, climate, productions, and relative oppor 
tnnlttes and Inducements of Teias. Nebraska. Kansas, Iowa, and the neighbor- 
ing Stales, and baa embodied the results of his protracted labors and observa- 
tions in this Volume of .IWp-.ges. Wo find in tbe book the whole subject of 
cattle, sheep, and hog raisins' in the Western Slates discussed in detail, and by 
a disinterested observer. It is a work which can not fail to be of value to those 
who contemplate entering inlo this branch of agriculture, and to those who are 
engaged In the exportation of meat to other countries. Those who are in- 
terested in the development of this branch of industry, as related to our national 
prosperity, will And here a vnst fund of information upon food supply— a. sub- 
ject of interest both at home and abroad. Not tbe least valuable portion of tbe 
work are the copious statistics regarding the raising and getting to market of 
crops, cattle, sheep, hogs, etc. limo. Cloth, black and gold. 
PRICE, POSTPAID, |1.S0. 

ORANGE JTODD COMPANY. 245 Broadway, Now York. 



VALUABLE WORK ON ARCHITECTURE. 

♦ • « 

ATWOOD'S 

COUNTRY AND SUBURBAN HOUSES, 

By DANIEL T. ATWOOD, 

AKCHITECT. 

Illustrated with about 150 Engravings. 



The interest and love manifested by all classes for tasteful homes in the 
country may be regarded as one of the happy results of our united American 
civilization, and it is a cause of sincere thanksgiving that a policy of gov- 
ernment, so wise and liberal in its principles, has been maintained, in whose 
bounteous soil the sentiment for home beauty has been propagated, and be- 
come so universal among all classes of our fellow-countrymen. 

It is to contribute something toward the practical shaping of this interest 
that the author supplies the public with the hints and suggestions found in 
this work, as to the general principles of house building, style, cost, loca- 
tion, and modes of building ; and he believes his labors will not be in vain. 
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CONT 

Hints to House-Seekers— Choos- 
ing a Site. 
The Plan. 
Water Supply. 
Kitchen and Ventilation. 
Proportion. 
The Style. 
The Foundations. 
Cisterns and Filterers. 
Superstructure Walls. 
Brick. 

Description or Ancient Methods. 
Concrete Walls. 
Elements of a Good Concrete. 
Concrete Moulds ; Proportions. 
How to Lay a Wall. • 



ENTS. 

Agglomerated Concrete. 

American Building Block. 

En Pise 

Wooden Walls. 

External Covering of Frames. 

The Roof. 

Timber: its Properties and Pre- 
servation. 

Selection of Trees for Timber. 

Seasoning and Preservation of 
Timber. 

Painting. 

Designs and Plans of Cottages 
VniLAS, Country Houses, Sta- 
bles, Churches, etc 



PRICE, POST-PAID, $1.50. 

ORANGE JUDD COMPANY, 
246 Broadway, New-York. 



Til SIMM'S MAM 

A Practical Treatise on the Sheep. 

DESIGNED ESPECIALLY FOB. 

AMERICAN SHEPHERDS. 

By HENRY STEWART. 

Illustrated. 

This Manual is designed to be a hand-book for American shepherds 
and farmers. It is intended to be so plain that a farmer, or a farmer's son, 
who has never kept a sheep, may learn from its pases how to manage a 
ilock successfully, and to be so complete that even the experienced shep- 
herd may gather some suggestions from it. The results of personal experi- 
ences of some years with the characters of the various modern breeds of 
sheep, and the sheep-raising capabilities of many portions of our extensive 
territory and that of Canada, most of which have been visited with a view 
to the effects upon our sheep of the varying climate and different soils ; 
and the careful study of the diseases to which our sheep are chiefly sub- 
ject, with those by which they may eventually be afflicted through unfore- 
seen accidents ; as well as the methods of management called for under 
our circumstances, were finally gathered into the shape in which they are 
here presented to the shepherds of America, with the hope that they may 
be as acceptable and useful to them as they would have been, when he first 
undertook the care of a flock, to The Author. 

CONTENTS. 

CHAPTER I— The Sheep as an Industrial Product.— Antiquity of Sheep 
Husbandry— The Future of Sheep Husbandry— Its Effects upon Agriculture 
—Demand for Mutton Sheep— Value of the Wool Product— Extent of 
Pasturage in America. 

CHAPTER II.— The Summer Management top a Flock.— Selection of a Sheep 
Farm— Effects of Soils upon the Health of Sheep— What Is a Good Pasture? 
—Value of Certain Grasses— The Western Plains as Sheep Pasture— Pastures 
—Fodder Crops— Root Crops— Folding Sheep— Dog Guards. 

CHAPTER III.— Management of Ewes and Lambs.— Marking Sheep— Record 
for Breeders— Management of Rams— Care of Ewes— Care of Lambs- 
Selecting Lambs for Breeders— Prevention of Disease— Dipping Prevent- 
ive of Parasites. 

CHAPTER IV.— Winter Management of Sheep.— Barns and Sheds— Feed 
Racks— Feeding Value of Different Fodders, Roots and Grains— Experi- 
ments in Feeding— Profit of Feeding— Raising Early Lambs for Market- 
Feeding Sheep for Market— Value of Manure— Markets for Sheep. 

CHAPTER V.— Breeding and Breeds of Sheep.— How Breeds are Estab- 
lished—Improvement of Flocks— Cross Breeding — Breeding for Sex- 
Maxims for Breeders— Native Breeds— Improvement of the Merinos— The 
Merino Fleece— Long- Wool Breeds— Medium and Short-Wool Breeds- 
Foreign Breeds— cross-bred Sheep— American Cross-breeds. 

CHAPTER VI.— The Structure and Uses of Wool— The Method of Growth 
of Wool— Its Peculiar Structure— Its Composition— The Yolk— Classification 
of Wools— Character of Merino Wool— Washing Wool— Shearing— Packing 
and Marketing the Fleeces— Production of Wool in the World— Compara- 
tive Values of Wool in Different Countries— Favorable Conditions for Pro- 
ducing Wool in the United States. 

CHAPTER VII.— The Anatomy and Diseases of the Sheep.— Physiology of 
the Sheep— The Teeth— The Bones— The Vital Functions, Respiration. Cir- 
culation, and Digestion— The Causes and Prevention of Diseases or the 
Sheep— Diseases Of the Respiratory Organs ; of the Digestive Organs ; of 
the Blood— Enzootic Diseases— Epizootic Diseases— Diseases of the Urinary 
and Reproductive Organs ; of the Brain— Parasitical Diseases of the Intes- 
tines ; of the Skin— Diseases of the Feet— Diseases Incident to Lambing— 
Special Diseases— Diseases of Lambs. 
Table of Approximate Equivalent Measures. 

Price, post-paid, $1.50. 

ORANGE JUDD COMPANY, 

245 Broadway, New- York. 



AN EGG FARM. 

The Management of Poultry ii Larp Numbers. 

By H. H. STODDARD. 

Being a Series of Articles written for the "American Agriculturist." 

WITH OTHER ARTICLES. 



JTZlizstrcited.. 



In the last half of 1871, and the first half of 1872, there appeared in the 
columns of the Amtrican Agricultuiist a series of articles upon the raising 
of poultry on a large scale. As eggs, rather than chickens, were aimed at, 
the articles were called : "An Egg Farm," a title both novel and descrip- 
tive. As the author, Mr. H. H. Stoddard, of Hartford, Conn., presented 
his plans so clearly, and without making any extravagant claims, the arti- 
cles at once attracted general attention. Since they appeared the calls for 
sets or volumes of the Agriculturist which contained them have been reg- 
ular and numerous, showing that the articles had a permanent value, and 
they are now brought together in the more convenient form of a book, to 
meet a regular demand. In revising the articles for reprinting, no changes 
have been made, other than to make the corrections suggested by the 
author, in the last article of the series, and such unimportant verbal altera- 
tions as were peculiar to the serial form in which they first appeared. The 
subject of the production of eggs upon a large scale is one to which the 
author has evidently given not only close personal attention, but careful 
thought, and no difficulty to be avoided, or point in which labor may be 
saved, seems to be left unprovided for, and the book will be found a valua- 
ble addition to our poultry literature. 

CONTENTS. 

Introduction.— Plan of Farm.— Manner of Feeding.— Location of Farm. 
—Kind of Soil.— Crops on the Farm. — Supplying Water and Food. — Col- 
lecting and Storing Dry Earth. — Houses for Layers. — Feeding House for 
Winter. — Houses for Sitters. — Arrangements for Breeding Stock. — Fowls 
for Layers. — Fowls for Sitters.— Management of Breeding Stock. — Coops 
for Chickens. — Feeding Chickens. — Setting the Eggs.— Management of 
Sitting Fowls.— Testing the Eggs.— Winter Management.— House for Early 
Hatched Pullets.— Shelters for Fowls and Chickens.— Kind of Food.— 
Building for Storing and Cooking Food. — Management of Young Chickens. 
Feeding and Sheltering Chickens.— Additional Buildings. — General Con- 
clusions. — Farm Poultry House.— Poultry Farming. — Poultry Keeping as a 
Business. 

Price, post-paid, paper covers, 50 cents ; cloth, 75 cents. 

ORANGE JUDD COMPANY, 

245 Broadway, New- York. 



GARDENING FOB PROFIT: 

A GUIDE TO THE SUCCESSFUL CULTIVATION OF THE 

MARKET AND FAMILY GARDEN. 

By Petbk Henderson. 

FUTELi'X' ILLUSTRATED. 

This work has had a constant and remarkable sale ever since it was issued, and 
the later enlarged and revised edition is as well received as was the first. It was 
the first work on Market Gardening ever published in this country. Its author is 
well known as a market gardener of many years 1 successful experience. In this 
work he has recorded this experience, and given without reservation, the methods 
necessary to the profitable culture of the 

MARKET GARDEN. 

It Is a work for which there was an urgent demand before its issue, and one 
which commends itself, not only to those who grow vegetables for sale, but to the 
cultivator of the 

FAMILY GARDEN, 

to whom it presents methods quite different from the old ones generally practiced. 
It is an original and purely American work, and not made up as books on gar- 
dening too often are, by quotations from foreign authors. 

Every thing is made perfectly plain, and the subject treated in all its details, 
from the selection of the soil to preparing the products for market. 

CONTENTS. 

Men fitted for the Business of Gardening. 

The Amount of Capital Bequired, and 

"Working Force per Acre. 

Fronts of Market Gardening. 

Location, Situation, and Laying Out. 

Soils, Drainage, and Preparation. 

Manures, Implements. 

Uses and Management of Cold Frames. 

Formation and Management of Hot-beds. 

Forcing Pits or Greenhouses. 

Seeds and Seed Raising. 

How, "When, and "Where to Sow Seeds. 

Transplanting Insects. 

Packing of Vegetables for Shipping. 

Preservation of Vegetables in Winter. 

Vegetables, their Varieties and Cultivation. 

In the last chapter, the most valuable kinds are described, and the culture 
proper to each is given in detail. 

Sent post-paid, price $1.50. 
ORANGE JUDD COMPANY, 245 Broadway, New-York, 



Gardening' for Pleasure. 

A GUIDE TO THE AMATETTK IN THE 

Fruit, Vegetable, and Flower Garden, 

WITH TULL DIRECTIONS FOR THE 

GREENHOUSE, CONSERVATORY, AND 
WINDOW-GARDEN. 

By Peter Henderson. 

AUTHOR OP " GARDENING POR PROFIT," AND " PRACTICAL FLORICULTURE." 



Illustrated. 



EDITORIAL NOTICES. 

One of the most popular works of recent years on similar topics was 
the "Gardening for Profit" of Mr. Peter Henderson, the well-known 
florist of Jersey City. He has been equally fortunate in the title of a new 
book from his pen, just published by the Orange Judd Co., of New- York 
— " Gardening for Pleasure." The author has a happy faculty of writing 
for the most part just what people want to know — so that, although his 
books are neither exhaustive nor especially elaborate, they proceed to the 

fist of the subject in hand with so much directness and simplicity that they 
11 a most important and useful sphere in our rural literature. — The Culti- 
vator and Country (Jentleman, Albany, N. Y. 

It gives, in a clear, intelligible form, just the information that novices 
and even experienced cultivators wish to have always accessible, and will 
be specially valuable to those who keep house plants. — The Observer, New- 
York City. 

Mr. Peter Henderson has followed up " Gardening for Profit" with 
"Gardening for Pleasure," into which is packed much useful information 
about window-gardens, the management of flower-beds, etc. — The Inde- 
pendent , New- York City. 

He is a thoroughly practical man, uses plain, common language, and 
not technical terms, in his statements and explanations, and puts the staff 
of knowledge directly into the hands of the amateur and sets him at work. 
— The Press, Providence, R. I. 

People who have money to spend in adorning their grounds, are told 
heTe how to do it to the best advantage, and ladies are fully instructed in 
all the art and mystery of window-gardening. It will prove a useful guide 
to all who have a taste for flowers, and also contains practical instructions 
for the cultivation of fruits and vegetables.— The Transcript, Portland, Me. 

This volume is eminently clear in its style and practical in its direc- 
tions. Its appearance is timely, as it contains some valuable hints upon 
winter flowering plants and their proper cultivation, together with plain 
directions how to raise them from seed and to multiply them by cuttings. — 
Courier-Journal, Louisville, Ky. 

Price, post-paid, $1.50. 

ORANGE JUDD COMPANY, 

245 Broad-way, New- York. 



THE AMERICAN AGRICULTURIST, 

FOR THE 

FARM, GARDEN, AND HOUSEHOLD. 

Kat iibllataed In 1S4S*. 

Tie Best mi Ctajest AirMM Journal in tie Worli. 



The Amerikanischer Agriculturist. 

The oat; purely Agricultural German paper In the United States, and toe best In 
the world. It contains all of the principal matter of tlic English Edition, together 
with special departmenti (or Oennan cultivators, prepared by writers trained for 

Books for Farmers and Others. 



Books on Out-Door Sports and Pastimes. 

Send a three-cent Postage Stamp tor our new and elegantly gotten np Catalogue 
or"Sporlsman'a Library of Standard Books." containing brief descriptions or out- 
lines ol nearly one hundred and elRhty works upon legitimate Out-door Sports and 

drawn from life, and fait lifnlly portraying ttie points and characteristics of game, 

CRAM. ALL'S BLOCKS AM) TOTS FOR CHILDREN. 

Blocks. Little AU-Rlftht, Wide-Awake Alphabet, John Gilpin,' Toy Horse, Menagerie, 
Maaoneraue-BlockH, Ye Hero ot 16, Improved Gymnasia, Bulldlng-Bloeks 

Ohsnge Jcdti Compa.ni-, Sale General Agenti. 
A complete, descriptive Illustrated Catalogue of these Toys will be mailed, post- 
paid, to any address on application. 

ORANGE JUDD COMPANY, 246 Broadway, New York. 
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